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U.S. Department of Justice 





Federal Bureau of Investigation 
Washington, D.C. 20535 





December 14, 2010 


Subject: FILE NUMBER 52-HQ-94527-MEDBURG 


FOIPA No. 1145477- 001 


The enclosed documents were reviewed under the Freedom of Information/Privacy Acts (FOIPA), Title 5, 
United States Code, Section 552/552a. Deletions have been made to protect information which is exempt from disclosure, 
with the appropriate exemptions noted on the page next to the excision. In addition, a deleted page information sheet was 
inserted in the file to indicate where pages were withheld entirely. The exemptions used to withhold information are marked 
below and explained on the enclosed Form OPCA-16a: 














Section 552 Section 552a 
&(b)(1) O(b)(7)(A) O(d)(5) 
O(b)(2) “(b)(7)(B) O())(2) 
®(b)(3)__ Rule 6(e) Federal ®(b)(7)(C) Q(k)(1) 
Rules of Criminal Procedure &(b)(7)(D) O(k)(2) 
€@(b)(7)(E) O(k)(3) 
O(b)(7)(F) O(k)(4) 
O(b)(4) O(b)(8) O(k)(5) 
O(b)(5) (b)(9) O(k)(6) 
&3(b)(6) O(k)(7) 


684 pages were reviewed and 639 pages are being released. 


& Document(s) were located which originated with, or contained information concerning other 
Government agency(ies) [OGA]. This information has been: 


QO referred to the OGA for review and direct response to you. 


& referred to the OGA for consultation. The FBI will correspond with you regarding this 
information when the consultation is finished. 


@ You have the right to appeal any denials in this release. Appeals should be directed in writing to the 
Director, Office of Information Policy, U.S. Department of Justice, 1425 New York Ave., NW, 

Suite 11050, Washington, D.C. 20530-0001. Your appeal must be received by OIP within sixty (60) days 
from the date of this letter in order to be considered timely. The envelope and the letter should be clearly 
marked “Freedom of Information Appeal.” Please cite the FOIPA Number assigned to your 

request so that it may be easily identified. 











The enclosed material is from the main investigative file(s) in which the subject(s) of your request was 
the focus of the investigation. Our search located additional references, in files relating to other 
individuals, or matters, which may or may not be about your subject(s). Our experience has shown, 
when ident, references usually contain information similar to the information processed in the main file(s). 
Because of our significant backlog, we have given priority to processing only the main investigative file(s). 





If you want the references, you must submit a separate request for them in writing, and they will be 
reviewed at a later date, as time and resources permit. 


® See additional information which follows. 


Sincerely yours, 


Sel 


David M. Hardy 

Section Chief 

Record/Information 
Dissemination Section 

Records Management Division 


Enclosure(s) 


In response to your negotiated Freedom of Information Act (FOIA) request, enclosed is a processed copy 
of the FBI 52-HQ-94527 sections 38, 39, and 63. 


Upon receipt of the enclosed CD-ROM, please make a check or money order payable to the Federal 
Bureau of Investigation in the amount of $15.00 and remit payment to the Work Process Unit, Record 
Information/Dissemination Section, Records Management Division, Federal Bureau of Investigation, 170 Marcel Drive, 
Winchester, VA 22602. Please include the FOIPA Request Number(s) with your payment. Failure to pay for this release 
will close any pending FBI FOIPA requests from you. Nonpayment will also cause an automatic denial of any future 
FOIPA requests. 


Federal Bureau of Investigation (FBI) File 52-HQ-94527 
re: March 1971 break-in at the FBI Media, Pennsylvania 
Resident Office/MEDBURG investigation 
Section 38 
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TO: DIRECTOR, FBI (52-94527) 
ATTENTION: FBI LABORATORY 
FROM: SAC, PITTSBURGH (52-3023) (P) (10517081 
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ye 
SUBJECT: MEDBURG 


Re Boston teletype to Philadelphia dated 5/3/71, 
and Pittsburgh teletype to Philadelphia dated 5/11/71, 
both pertaining to RESIST, Boston, Mass., and Appalachian 
Movement Press, Huntington, W.Va.\) 


Enclosed for the Bureau are the following four 
pamphlets; 


"A Time for Anger," by DON WEST 
"Conspiracy in Coal," by T. N. BETHEL 


QRECIRE | 


i. "Thoughts of Mother Jones” : oe 
= "Poverty and Affluence in Appedachsay 
Ley by HARRY CAUDILL VU 
aN 


The above-mentioned pamphlets were. obtained 
confidential source whose identity cannot be discl 
are currently being produced and published by A 
1600 8th Ae., Huntingto , W.Va. 
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Special Agent-in Charge 
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The FBI Laboratory is requested to compare the- 
typing on the enclosed with any. typing on questioned 
documents received in captioned matter. v 
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TO: DIRECTOR, FBI (52-94527) . 
(ATT. FET LARORATORYy) - 10 54 ? c 3 ly 
FROM: SAC, PITTSBURGH (52-3023) (Pc) f ee 
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DATES Use BY Ses tym Burg 
Re Boston teletype dated 5/3/71, pertaining to * ~*~ Y- 
Resist, 763 Massachusetts Avenue and the Applachian 


Movement Press, Huntington, West Virginia. O 





Enclosed. for the Bureau is one A. B. Dick 
Papers Offset Bond Vellum Gard Stock Index. 


Complete and detailed background re Applachian 
Movement Press, Huntington, W. Va., will be furnished 
Boston and Philadelphia. However, for expediency the : 
enclosed is submitted at this time. 


The Laboratory is requested to compare those Be 
papers of the enclosed index which are appropriately 


marked with any questioned papers received captioned bé | 
matter. \ : a 
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For the information of the Bureau and Boston, 
the enclosed marked papers are those which the Applachian 
Movement Press purchased from A, B. Dick, Huntington, 
W. Va., during the past seven months.V 
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Re Bureau airtel, 6/28/71. 


, Enclosed are 27 "fact sheets" setting forth des- 
criptive and other pertinent data relating to the four 
subjects and the 23 prime suspects in this case. \ 
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Name 

Aliases — 

Date of Birth 
Place of Binth 
Sex 


Race 





Height bIC 
Weight 

Hair 

Eyes 

FBI Numbar 

Social Security Number 


Selective Service Number 
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Name 

Date of Birth 
Place of Birth 
Sex 

Race 

Height 

Weight 

Hair 
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Name 


Aliases 


Date of Birth 
Place of Birth 
Sex 
Race . 
Height 
Weight 
Build 
Hair 
‘ Eyes 
FBI Number 


Social Security Number 
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Name 

Date of Birth. 

Place of Birth 

Sex 

Race 

Height 

Weight 
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Social Security Number 
Military Service Serial Ne 


Automobiles 
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Date of Birth 
Place of Birth 
Sex 

Race 

Height 

Weight 
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F.B.I. Number 
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Name 

Date of birth 
Place of birth 
Sex 

Race 

Height 

Weight 

Hair 

Eyes 

FBI Number 
Social Security number 


Automobiles 


Selective service number 


Operators license number 
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EDWARD J. MC Gowan ¥ 


Male 
White 
5'on . 6t 
150 pounds 
. b6 
Reddish brown b7¢ 


Blue (wears glasses) 


None 
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Date of birth 
Place of birth 
Sex 

Race 

Height 

Weight 

Hair 

Eyes 

FBI. Number 
Social Security number 
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Operators license number 
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Date of birth 
Place of birth 
Sex 
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_. Height 
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Build 
_ Hair 
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Social Security, number 


Automobiles 


Operators license number 
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Name 
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Date of Birth 

Piace of Birth 

Sex 

Race 

Height 

Weight 

Build 

Hair 

Complexion 

Social Security Number 


Automobiles 


Operator's License Number 
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~ Operator's License Number 
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Date of Birth 

Place of Birth 
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Race 

Height 
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Social Security Number 
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FBI Number 
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Name PAUL BERNARD cae 
Date of birth 


Place of birth 


Sex Male 

Race White bed 
Height §'3 ~ 4" oe 
Weight 135 - 140 pounds 

Build Slight 

Hair Brown 

Eyes Hazel 

FBI Number 


Social Security number 


Selective Service number 
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Date of Birth 
Place of Birth 
Sex 
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Build 
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Complexion 
FBI Number 
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EDWARD JOSEPH MURPHY 


Ned Murphy M 
Father Murphy 


Male 
White 


b6 
b7Cc 


5'10" 

190 pounds 
Medium 
Brown 
Blue 


Fair 
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Name KATHLEEN RIDOLFI V 
Date of Birth 


Place of Birth 


Sex Female 

Race White 

Height Sez" 

Weight . 135 - 140 pounds a 
Build Medium/large 

Hair Brown 

Eyes Blue 

‘Complexion . Fair 


Social Security Number 


Civil Service Commission 
Fingerprints Number 


Operator's License Number 


ALL INFORMATION CONTAINED 
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Date of birth 
Place of birth 


Military service serial # 
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JOHN PETER GRADY ” 


August 15, 1925 ~ 
Bronx, N. Y. 
Male 

White 

5'8" 

185 pounds 

Heavy 


Dark brown or black, wavy, flecks 
of grey 


Brown 
Ruddy 
None 
Navy Serial Number 9162313 ¥ 


(1) 1965 red Chevrolet station 
wagon, VIN 133355B144216, 1970 
New Jersey license POM-808 

(2) 1961 white Mercury comet, |/ 
New Jersey license XX-496 

(3) 1968 lemon-cream or gold, 
four-door Chevrolet Impala, New 
Jersey license NXL-599 


(1) New Jersey G7142-40777-08250 
(2) New York 7075569 y 
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Date of birth 
Place of birth 
Sex 
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Weight 

Hair 

Eyes 

FBI Number 
Social Security number 
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PETER DONALD FrorpI / 


Male 
White 
§'10" 


-160 pounds 
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Dark brown ( receding) 


Brown 


None 


MIED -Os sw 








Airtel ELIA 
RECR S2- 97 e2/- 0 


v4 fe SAC, Philadelphia 
; From: Director; FBI Paes 


_ ‘MEDBURG - 


» we, 


saci * i a ad 





In order that the Philadelphia Office may: bas aware ; 
 ¢ “ insofar as possible as to the activities of principal suspects 
in this investigation, the-NCIC stop. index should be utilized. 

" Stops should be placed against prime suspects and should NCIC. 
receive an inquiry from a local law énforcement agency, the 
wba teceleniS Office will be immediately. advised. Md 


+ 


; Accordingly, Philadelplita should cranes submit 
fact sheets on each prime suspect to be included, in the stop 
index. Furnish sufficient descriptive data such as birth date, 
social sce number, military. service number, etc. Include 
data on any motert vehicle utilized by the suspect. VD 


oe 


COPYFUMD. ¢2- yee: 


: bé 
2 : fie - b7C 


NOTE: Sée Rosen to Sullivan memo. 6/24/71, captioned ‘NC Dp 
idex Medburg.. " In discussions (of caitioaed a 
£ the Uniform Crime Réporting Section, it was” indicated that should 
Local police ‘agency make inquiry,, a tesponse would not ‘be made, 
6 the inquixipgagenty with respect. to the stop placed in tlie Medburg:. 
se.. Should through mechanical. deficienéies a. reply be sent to 
mwnréhe inquiring agency, it would be transmitted. in such a manner so that 
eiea eee the content of the, Message ‘would be intinintelligables D.. 
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TO : Me. Sulliv pate: June 24, 1971 
1 - Me. Sullivan 
1 - Mr. Rosen 
FROM A. Rosen 1» Me, Shroder 
1 
" sunject NATIONAL CRIME INFORMATION CENTER 1 
SLOP TNDEX oan 
© MEDBURG 1 
1 






Our investigation into the burglary of thet edia, 
Pennsylvania, Resident Agency during the. hight of March 8, 1971, %6 
has developed approximately 35 to 40 prime suspects who while ee 
nat being directly involved in the participation of the burglary, 
could possibly possess information dealing with the distribution 
of Media documents. These individuals are being spot checked 
by our various field divisions, the degree of surveillance depending 
upon each individual's potential as a suspect. With the advent 
of the summer session, the closing of schools--many of these 
suspects are associated with colleges or universities--the propensity 
for travel increases. 

Under these circumstances, it would appear togieal. that 
these selected individuals be placed in the National Crimeé Infor- 
‘mation Center (NCIC) stop index in order that we may be inade. aware _ 
of any inquiry by a law enforcement agency throughout the U..5. | 
relative to each. “In this manner we could keep abreast of their 
activities and could possibly develop information which would be 
- useful in connection vith any future interview. D 


— 
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This has been discussed with the Uniform Crime Reporti 

Section and it is understood that appropriate security measures 
have been implemented so that should an inquiry be made by a local 
law enforcement agency with respect to a SESE e suspect, no infor- 


== “2 G4 [mation would be furnished that agency.V 
= 2 EXMI4 REC-6 s2-PysuZ zpood 


ar aw ACTION: Tf approved, Philadelphia will. be instructed to st 


a necessary identifying data relative to. each: individual to be 
incorporated in the stop index.- After incorporation into” NCIC, any 
hit will be immediately forwarded to the Philadelphia, ion, office 
of origin in Medburg, and the Wy Investigative “aH | n. i 
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R963 SF / CODE es oe f\ | Ps datos we 
Pa BRENT 6/25/71 NCC | fi . bye pose 
DIRTSTOR (189-466495) ‘BUFFALO NEWARK (169-52603). * “-—~ 

SACRAMENTO ids cs | 


PHYLADELPHIA (188-51190) , 


{ ) 4 Mina Gu. f, me 
WON ‘ os é ip of isteanon 
PRON SAN FRANCISCO cig¢-68408) IP . phe r ES ee 


peter ag . A 
/ EastTcoN @Iv. FIVED ¢ MEDBURG) (DIV. SIX). °°. 
RE NEWARK TEL JUNE TWENTYNINE INSTANT CAPTIONED AS ABOVE. 


CALIFORNIA, AND A PERSONAL 





CIS SIMS |! 


ACQUAINTACE OF SPECIAL AGENTS IN SAN MATEO, ON JUNE TWENTYNINE 


a] NTA CCE 
INSTANT ADVISED HE IS WELL acaualNTep yrtH THe| HE 
staTen| | aS EXPRESSED ANTI-DRAFT, ANTI-VIETNAM, AAD 

VO 


ANTI “ESTABLISHMENT SENTIMENTS WHICH ARE VERY UPSETTING TO HIS PARENTS. 


HE :DVISED HE HAS NOT seey| br His ae 


FOP APPEGAIPATELY ONE YEAR AND SO FAR AS HE KNOWS CONTINUES TO 


MALOTALE THCLR RESIDENCE IN Vv 
’ a 9 tabu ~ 


DE Voa. gILL IMMEDIATELY ADVISE SAN FRANCISCO IF HE LEARNS THAT 
PARENTS AND also IF 
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Legat, Ottawa 


Director » FBI 
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NOTE: as a Medburg suspect and investigati is 


béing conducted to determine his whereabouts on the evening of 
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; Examination;réquested by: Boston 
Reference: Airtel, 6-24-71 i , . a 
_ Examination requested: Document. a Fingerprint, ere Cryptanalysis 


‘Remarks: ; : 
‘You, will be ‘separately advised regarding the results | 
of the eryptanalySis examination, the. latent fingerprint 
-. examination and the returnof the submitted evidence. 'U: 
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-FEDERAL BUREAU OF. INVESTIGATION. : 
WASHINGTON, D. C. 20535 i 
+ To: SAC, Boston. (52-6636). ‘Data: - June 30, 1971 


. ‘FBY File No. 52-94527 
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SM <- NEW LEFT (MEDBURG SUSPECTS) ~ 


Specimens received 6-28-71 


K5087 ‘Typewritten letter to The. ew General 
5 oo, bearing, known: exeontare: oF 


4 


Result of examination: 


It was determined that the typewriter impressions. on. ~ 
«5087 ‘were not prepared with thé questioned typewriters used: in. 
the. preparation of ‘specimens previously submitted, in the MEDBURG, 
'” EASTCON and’ GARDBURG ATTEMPT cases. UV 


; ao signature on: K5087 is not sufficiently 
: comparah @ With the questioned ‘haterial on ‘Specimens. submitted ; 
. in the MEDBURG, EASTCON and GARDBURG. ATTEMPT cases. for meaningful aa 
; comparisons to “he made. ‘Therefore, it ‘was mot possible to ara: 


detexmine whether the a at material was: or was: not prepared - 
by the writer of K5087. 





The submitted evidence WLlL -be returned BORAT ES a: 
Photographs ‘are retainéd.U 
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Date: 6/24/71. ! 
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| TO 4 DIRECTOR, FBI (€52~94527) 


Attn: Document Section 
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fe Re Boston airtel. to Philadelphia 5/25/71, 
le Boston airtel cto Bureau, G/9/72, 5 
ied : i g. 
el Bureau is one copy of letter | & 
% mneral. U ; i Bl 
fmt 
. is. listed to i 5 
eeaetiSS. Review Boston 
reveais that on 10/20/67 a protest was held | 
at the United States De pakement of Justice end a number of { 
Selective Service cards wore turned in; afiéng them was a ; 
cerd belonging fares aiso wrote a lettsr_ to tha 
Attorney General seating t he coulé no longer in gsedt~ 


conselence. submit himself te the ee heee Nel: Service System, 


Q - Bureau { 
2 - Potliadel 
2 - Boston 

EL = BSTZ5) 
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BS 52-6636 
On 12/i9/e7,_ refused to be interviewed by 
Bureau Agents. On 12/20/67 a check with Select ice 


Board, Bosten, Mass., reflected no record for 
being registered with Selective Service System in the state 


of Mass. Credit_and criminal checks show no derogatory 
information xe[_ | 


rd . Boston file reveals that on g/24/7ol_ id bé 


received a letter from J. J. NORTON, warden, Federal »7¢ 


Correctional Institute, Danbury, conn: This letter was 
a reply to a letter previously : 5 requesting 
privileges for him and his wife to correspond 


and visit DANIEL BARRIGAN. In this letter warden NORTON 
refused them visitation privileges and also correspondence (¢ 
privileges. 


[is described as follows: 


* 


Nace 2 


. LEADS 


DOCUMENT ae is requested to compare enclosed 
letter with Letter released immediately after the 
Media break- iy entitled, “Citizens Cotimittee to 
Investigate the FBI‘. 
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FEDERAL BUREAU OF INVESTIGATION 
WASHINGTON, D. C. 20535. 
To: SAC, Newark (52-6817) Date: June 29; 1971 
(25-36537) 
John Edgar Hoover, Director Ny \ » 
bY 
; aN oh 
FBI File No. 2794527 & \ ¥y 
Lab. No. D-710621017 LC Via 
Examination requested by: Newark CR-13725 JU N 4 y 
Reference: Airtel 6/17/71 and. Laboratory report 6/24/71 . i 
Examination requested: Document - Fingerprint ~ Cryptanalysis : 9 
Remarks: : A 
! ‘ 
ALL INFORMATION CONTAINED : ge 
a ears - oF 
DATE@ Iau 8 iCesere Bung (A K | 
Enclosures (3) (3 Laboratory reports) & : 
2 - New York (52-10075) Enclosures (2) (2 Laboratory reports) S. 
2 - Philadelphia (52-7165) Enclosures (2) (2.Laboratory reports)U & | 
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FEDERAL BUREAU OF INVESTIGATION 


WASHINGTON, D. C. 20535 


ro: -SAC; Newark bape asay otis June 29, 1971 


FBIFile No. 52°94527 
Lab. No., D-710621017 LC 


Re: HEDBURG- 
. CR-13725 JU 


Specimens’ recéived 6/21/71 
K5056 described. in Laboratory report 6/24/71. 


Result of examination: : 


- Language characteristics of specimen KS5056 were not 
found to be significantly ‘similar to language: ‘characteristics 
contained in MEDBURG specimens composed by the Citizens! 


or to TUSReteete the nee ‘and SES: ATTEMPT: specimen 


= . Disposition ‘of K5056 and results of dooduent and 
fingerprint examinations handled ‘separately. U 
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FEDERAL BUREAU OF INVESTIGATION 


RECORDED UNITED STATES DEPARTMENT OF JUSTICE 
6-21-71 LAB FILE 
‘pjb : Laboratory Work Sheet 
Re: File ¢ 52094527 2329 
MEDBURG LATENT Lab. # B-F10621017 LE 
CR-13725 JU 
Examination requested by: Newark (52-6817). Airtol. GuelZuGL .- 
Examination requested: Docunent, « Fingerprint « Date received: §Gm2i~71. 
Cryptanalysis ; 
Result of Examination: Examination by: tie, Btangel 


Language characteristics of specimen K5056 were 
not found to be significantly similar to language | 
characteristics contained in MEDBURG specimens compos 


by the Citizens' Commission to Investigate the FBI 
and GARDBURG ATTEMPT specimen Q50. U 


Disposition of K5056 and results of document and oe 
fingerprint examinations handled separately. 


Specimens submitted for examination 


K5056. Copy of typewritten statement beginning "Killing is Disorder" 
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2 Transmit the following in eae 1 
4 “ : : ners leet . ,” slType in plaintext on code} i 
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ty FROM: SAC, NEWARK (52-6817) (P) 






, . , p 
SUBJECT: MEDBURG = oy ais Ly oC 


Re NK airtel 5/26/71 and FBI Laboratory Report 
6/2/71 captioned "UNSUB, Breaking and Entering of Local 
' Board 2fgand 30, Trenton, N.J., 5/21-22/71, Also PH 
telephone call to Newark, 6/17/71.U 


: 1 tebe aad? 
», 


Enclosed for the Laboratory is one copy of a 
type-written statement beginning "Killing is Disorder”, etc. U 


z* 


th LA 


as », The Cryptanalysis Section is requested to make 
at an analysis of this statement. Since this statement appears 
te to have heen prepared. by a different typewriter than the 
cH Similar specimen submitted in referenced Newark airtel. The °° 
355 Laboratory is also requested to compare the typewriting in <i 
u! this sample with questioned documents in MEDBURG, GARDBURG 
is ATTEMPT and UNSUB, Breaking and Entering of Local Draft Boards 
i 2g and 30, 5/21~22/71. U) 
2 Results of examination should be furnished Philadelphia 
= for MEDBURG, New York for GARDBURG ATTEMPT and Newark files 
ce 52-6817 and 25-36537. U 
A : The enclosed letter was received by Newark from 
do - “Internal Revenue Service by routing slip on 6 
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“M emorandum 


FO! *. Sirs suring A ‘ DATEgyLy: 7 ;: 


‘~ Mr. Sullivan 1 - Mr.. Bishop 
- Mr..’ Rosen » l= Mr. C.D.Brennan 
pie? Mies Shroder lL - Mr... Callahan 


L 
wo 
1 - Mr. Campbell ' 1 =~ Mr. Dalbey Tole. ROOM common 
1 L- HOLRCS  emnmmeetsnen 
ih e burglar 


In connection with our ainvestig 
of the Media Resident Agency during the night of March’'’s,. A97L, . 
SAC Roy. K.. 'Moore,. who: .is handling the special at Phi'ladelphia,. has ©7¢ 
advised 12 tof the: 25 Agents. assigned to. the Philadelphia Division 
on the special have returned to their field offices. of assignment.. 
. Two. more ‘are scheduled to return. this weekend, leaving a balance of 
“ll, including SAC Moore.. 


1971 






FROM £'0. Rosen 





We have discontinued the ‘electronic surveillance of the 
‘cabin in the Pennsylvania mountains where. .it-had been anticipate 
iscussions would be had between break-in leaders ‘and 
| |relative to. future break-ins. John Peter Grady7—- 
. been developed as ‘the principal subject tin Medburg. and “the 
instigator of the majority. of draft board break-ins throughout the 
East Coast ,. never. appeared at the cabin as he stated he would. 
.« There is no indication his ‘failure to. appear was due to. “Anything. else 
ut irresponsibility. ‘on his part... Our informant :contintés:~to 
thformat contact with others of the Berrigan group, and it is hopeful 






Acs formation pertinent to this ) investigation will. be obtained through 
Be shis. ‘source. (reps URG) : s 
a Of primary interest is the fact our investigation in the on 


tts 

ee amden, New. Jerse area has resulted in the ‘location of Grady ,. his 
SSE Shiaeout ; and a ee which is 

: welled by” Grady, and which is curren YP anning a 7" presumably. on 






© 7 whe dratt board, and/S#- Army 
beg Federal Buitding. 
~ 
‘Bauee 
Se EE IOS REC 435-7 - FYE D7-IPBO 
Ea The preak-inthas. bee n, tentatively set:.for the Wegkend of 
at ‘July: 17> 18, 1972: Howevex! I abeinded iat angenentsy Have Wot as yet 
a ES] |. been foriiulated. appropriate safety. measures. ave. been instituted 
to protect our Camden Resident ‘Agency; whith as in the , Same building. 


As previously indicated in our meniorandum of Juné: ‘28> 1972, dealing 
with the latest phase of our investigation, ityis imperative no 

= dissemination be made of this. information outside ithe FBI at this 
time. When full ‘facts. become known,. considefarsiog Will be given to. 
disseminating this ‘information on a need~to~know. basisT™==Lt is our 
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Memorandum to. Mr. Sullivan 
Re: MEDBURG 


intention that by careful planning we may. be in a position to 
apprehend those participating in this new. break-in (15 to: 25 
individuals) during the ‘actual :attempt.. We hope to link many of 
‘these individuals’ with the Media break-in. U 
By: memorandum dated June: ‘24, 1971, reference was made to 

. the feasibility. of conducting a grand jury. hearing into Medburg. 

It was ‘recommended and approved that no action be taken along’ these 
lines. until the discontinuance of our electronic surveillance. at the 
Pennsylvania. cabin. In view of the“fact our current inquiries. have 
resulted ‘in our being in a position to. anticipate a hit ‘by. the 
Grady group within the next -two weeks, any grand jury action would 
obviously adversely influence ‘Grady.'s. plans for. his newest break-in. 0 


‘ACTION::. If approved, we will continue our. efforts’ along the lines 


set ‘forth above, and no discussion will be ‘had at this time with ‘the 
Internal Security. Division relative. to. a possible grand: jury. hearing 


on Medburg. V 
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\se0 Pu URGEN]/7-6-71 KEH ates 

({’ DIRECTOR (52+94527) (189468495) 
ATTENTION DOMESTIC INTELLIGENCE DIVISION 





PHILADELPHIA (527165) (186-5 1198) 
FROM NEW YORK (52-18618) €18G~168839) 
EDBURG, 00: PHILADELPHIA. 
‘ AT {[PeAPer ae por POAT TS 
EASTCON, 00: PHILADELPHIA. os 


wae lay 


AT HEARING HELD INSTANT DATE, DEFENSE FOR MC GOWAN, 
FORDI, MURPHY. ET AL, CONTENDED DEFENDANTS IN COLUMBIA 
WWIVERSITY (CU) SQUATTER CASE DID NOT HEAR ORDER TO VACATE 
PREMISES. ‘U 

HEARING CONTINUED TO THURSDAY’ NEXT AT WHICH TIME 
PROSECUTION TO CALL WITNESSES TO AFFIRM THE conTRARY.U 

ON INSTANT DATE, ASSISTANT DISTRICT ATTORNEY (DA) 

DVISED THAT DEFENDANTS ARE NOT FINGERPRINTED IN 

THIS MATTER. HE FURTHER ADVISED HE 1S NOT HANDLING CASE 
FOR DA'S OFFICE BUT WOULD ATTEMPT TO ORDER FINGERPRINTING 
OF ALL suBJEcTs. U 


! NYO WILL FOLLOW CLOSELY AND IMMEDIATELY ADVISE 


N Sese24, es 
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i Mr. Conrad 
Mr. Da.bey___ 
Mr. Felt 
7 Mr. Gale 
| Mr. Rosen 
i Mr. Tavel 
Mr. Walters. | 
i Mr. € yars... 
4 Mr. Beaver 
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Se : 1 ~ Lab File 
= ss iwits, LABORATORY A : 
FEDERAL BUREAU OF INVESTIGATION a - 


WASHINGTON, D.C. 20535 





to: SAC, Boston (52-6636) Dato: June A, 1971 








Re: 
HEDBURG o John Edgar Hoover, pane 
; A 
REC- i FBI File No. 52-94527 ~o) 335% 
Lab. No. pa71060108d wer | 
Examination requested by: Bogton Q 
; aww 
Reference: Airtel Sy ay ae NX 


Examination requested: Document — Cryptanalysis ~ Fingerprint 


Remarks: . : 
The results of the cryptanalysis examination, the 
latent fingerprint examination. and the return of the submitted 
evidence will. be. handled separately. U . 





” MAILED 24 
JUN? 1971 


FBI 





EEE 


f : ~ ie oe aie uggs 
Ae Dal rfekalae & saoseeat wy 


ALL Ine? peepee PONT AIRED 


UNRECORDED WPYPLEDIN SU GL IF 








: hee Enclosures (2) (2 Lab report) 


wet 2 = New York (52-10075) Enclosures (2) (2 Lab report) 
-\ 2 - Philadelphia (52-7165) Enclosures (2) (2 Lab report) 


1 - Bufile (100-460495) BL 
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; oo . ' : 1 - Lab File 
tedti, LABORATORY pare b6 
FEDERAL BUREAU OF INVESTIGATION Bae 


WASHINGTON, D. C. 20535 
to: BAC, Boston (52-6636) to June 4, 1971 
FBI Fils ‘No. 52=94527 


Re: HEDBURG Lab. No. : D~710601064 Le 


Specimens received 6~1=71 

K5006- One sheet of yellow lined paper bearing known 
writing, of B) 

K5007 One-page typ lated 5~11-71 bearing 
signature of 


Result of examination: 


‘It was determined that the typewriter impressions, 
K5007, were not prepared with the questioned typewriters used 
in. the preparation of specimens siibmitted in the MEDBURG; 
EASTCON and -GARDBURG. ~ ATTEMPT cases. It was also determined 
that the writer of K5006 did not prepare the questioned hand 
printing on specimens submitted in the MEDBURG, EASTCON and 
GARDBURG - ATTEMPT cases, The handwriting, K5007, is not 
sufficiently comparable with the questioned material in these 
cases for meaningful comparisons to be made. Therefore, it 
was not possible to determine whether the questioned specimens 
were or were not. prepared by the writer of .K6007.. 





Thé submitted evidence will ‘be moearned, Beparatesy.+ 
Photographs,.are retained. VY -. 


TOlSOn ois 
Sullivan cemtonmanae = % df 








Bretinan, C.D. seme 


Callahan. ee 











Roxen nine dayne seat 
Tavel gene DES: pjb (11) 
Waltets wecoumesensean 

Soyars 
Tele. Room veaen 
HOI CS einer 


Gandy ._ 








MAIL ROOM[} TELETYPE UNIT(<—] 


sf 
t 


Ps FBI 
Date: 5/27/71 





Transmit the ie in 


(Type in plaintext or code}, t 
Vie AIRE Be 


. 7 (Priority) 


DIREC TOR FBI (52+ 94527) | 
(Attn:, FBI Lab, Document Section) 








SAC, BOSTON (52-6636) 
55 {L0oGiCBL 


is 

© 
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Enclosed for the FBI Lab, Document Section, for 
handwriting analysis in captioned matter as well as Eastcon 
are the following tro documents: U = 

(1) a sheet of yellow lined paper with handyriting 

beginning "30% were manuals" and ending ‘stated 
intention and action." showing apparent vax 
centage breakdown of FBI documents from Media, 
Pennsylvania, 


(2) a typed letter dated May 11, i salutation 
"Sisters and brothers" signed witha. 
handwritten "PS", O of 


MERS RETAINED -1N-TABP 


as 







ibly in the handwriting of 





ne 


ly in the handwriting of 
£ member, UD £ 
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a - FBI Lab, Spocanent Section) RECA wl Ue 
“ Philedeiphia (52-7165) (RM) FA TL 
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; Lwits, LABORATORY fA 


| FEDERAL BUREAU OF INVESTIGATION 
_ WASHINGTON, D. C. 20535 


ro, BAC, Philddeiphia (52-7165) pate: May 19, 1971 \ 
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ee 4 1% 
Aeon AS 
. Re: 
MEDBURG : oN John Edgar Hoover; cnn Nx 
\ 
. Q 
0, REC-1 FBI File No; 52-94527 Ai 2 XS. 
as Lab. No. D-710517110 LC en aa 
Examination requested py Philadelphia oy : 
. ; ‘ b6 =] 
Referehce: Letter 5-17-71 b7c a 
4) 
Examination requested: Document = Fingerprint - Toolmark - Cryptanalysis (33 
Remarks: oe B. 
You will be separately advised regarding the results 4% 
of the staple examination, the cryptanalysis examination and 
the latent fingerpzint examination. (5 
ako Ful ee as CoTAINED 
78 ieee ae anc 
: way 2 07971 A io Reb i he lee \ 
einen DATES EVSesesalery 
b6 
b7Cc 


Enclosures (2) (2 Lab report) 
2 - New. York (52-10075) Enclosures (2) (2 Lab report) 
Tolson .~ 


fae 1 - Bufile (100-460495) 
Mob ma 1 - Bufile (62-94781) _ 
¥ i . * 


‘Brennan, C, 
.Callahan —. 


Casper sa ; 
ontad nea, q soa ee om vera Vy: 
cole Fees Plea , ast \ oe I. By 
‘e] < e 
Eo ‘Wai (10) | 
Roten ses 
‘ave. Sora eS “ 1G 
Teel arene eee = 9 7s uit 1 A 97 
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FEDERAL BUREAU OF INVESTIGATION : 


WASHINGTON, D. C. 20535 


7 SAC, Philadeiphia (52-7165) Bs ‘May 19, 1971 7 
°* BEDBURG oe D-710517110 LC | 






ececiaeneadesived 5a Z=71 7 
 K4861 One ‘sheet of yellow paper bearing penned ‘printed notations 


K4862 Copy. of "Police instructors mablepsa Fear Gas ~ Federal 
: Laboratories," dated 8=1-67 


K4863 Copy of "Police instructors Bulletin, fete and the ez 
of Chemical, Agents," dated 11-13-68. . 


K4864 Copy of publication July, 1968, "Bureau Policies, Rules, | 
Regulations and Instructions Concerning Field Police: Schools" 


K4865 Four miscelianeous sheets, the first of which bears the | 
heading "School Programs and. Activities" ; 


K4866 Publication entitled "Currént. Concepts in Police = | | S 
Community Relations" Bai. - © 


K4867 Four pieces of paper reflecting sopee file numbers 
K4868 A leaflet entitled "The FBI in Powelton" 


—K4869 A packet of yellow pipers containing miscellaneous: 
notes and writings 


* 4870 Copy of publication "Teens on. Patrol (TOP)" 


K487L Copy of publication "Positive Progran, ‘Police = Conmunity 
Relations, Baltimore, Md." 


fee tte ne 


| Totson —Kae72 Copy of: publication "Positive Program, Police « Community 


‘realean ats Relations, Rochester, N.Y." 





Bishop . : 
Brennan, CG. Dior 


allahan aes 
oo 











6 Cover) ‘ue 


“hdl (19) ee ees ip | 
aria aa geal 
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_-. (K4873. “Copy oe publication "Prevention and Control of Se. tees 23 
a - . _ Mobs: and’ Riots". ~ iS a 


K4g74 Copy of publication nBaychological Factors rr Hob violence! 


_ ‘K4875, Copy - of. publication 'échnique and the Use of. the Police | 

AoE Baton" dated September, 1967- : 

. ” ~K48%6 Copy’ of. nenorandum. of SAC JOE D, JAMIESON; dated 10-31-68, | 
Big 00 captioned "Polite ‘Training - Philadelphia *pivision" 


. 4877 Copy of ‘memorandum. of SAC JOE 'D.. JAMIESON,” dated (8228-70, 
tw tha 12 captioned: "Liaigon Progran' . & Ss, 

. -K4878 -Copy .of publication police: Instructors. Bulletin, is _ 

mee, @ Se ‘Review of Upgrading . the Arierican Police," dated ‘723-70 
xdsvo Reprints of FBI Law fingovcenent Bulleting pegiuntig with 


“Law enforcement faces the revolutionary - pucereiia erininal" 


a a oa _ dated 7-27-70,, Part 13 2 ‘ pyete 


“e 


i 
eer - Kagso ‘Copy of publication "Police Instructors bondetithy : 
4881. - Copy” of. publication "Riot Céatrol Sateen tion puiistin, " 
2 dated 1-567 5 


. K4882 Gepy" of publication ' fhe Paychiologicad ~ Paychiatric Aner ach, 


Sp eS as to. Crime" ae ; 





ie ot K4883> Séven, mistelianeous papers, the first ‘of, ghicn is. dated. 
Pe Res January, 1969, and captioned ‘Typewri ting: Test #5" 


4884 A istter’ addressed, to speed apr sienea "Citizéns} 
: ‘Conimission’ to’ Investigate the I a 


Rasen Portable Olympia typewriter, ‘serial number 2528201- 
K4386 Ghie green. covered. Junior legal: “pad, 
_ k4se7 One Bye-Ease ‘steno notebook = ye 
K4888. - One Aego: ‘stapler zs ae : 


~ = ut 


ie Page ‘2 _ ; 3 a ee 
“> D#?XO517110° Le. + RY Ot _ fover) . - 
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Result of examination: _ a cae ae = ey 


It was detertined that ‘the tvoeweitees used t0- 
prepare K4868 ‘and K4884, and K4885- were not used in the : 
preparation of the questioned typewriter impressions. on specimens 


‘gubmitted in the MEDBURG, EASTCON and GARDBURG ~ ATTEMPT cases. 


The typewriter impressions on K4884 are too limited and the copy 
is not sufficiently legibie. to determine the make and model of 


the. typewriter used in the preparation, of. this specimen, 


Many of. the submitted copies contain: the chatacteristic 
markings and partial markings which appear on questioned copies. 


‘reproduced on Xerox Model 2400° previously: submitted in this case, 


we 


However , additional markings indi¢ate the submitted copies were 


- not directly reproduced on the questioned Xerox Model 2400 copier. . 


No watermarks or indented writings of vaue. ‘were noted on ‘these 


RERASE : 


‘The nadiettite and ‘harid srintiag on the aiieiea 


‘specimens, were not prepared. by the -writers ‘of the questioned ~ 


hand printing in the MEDBURG case. and ~ the. questioned meterial in 


the EASTCON ind GARDBURG ~ ATTEMPT cases «VD 


"The submitted evidence is xetained at the Buxeau. D 
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TONAL, FORM NO. 10 


Ne 6 
ie 7p EMR) wee a 
«*,“ «UNITED STATES GOVERNMENT # 
Memorandum 
TO febeee. FBI (52-94.527) DATE: 5/17/71 , 
ATTENTION: FBI LABORATORY, DOCUMENT SECTION A 





re SAC, Philadeipia (52-7165-SUB A) SO: 
) 
MEDBURG. - 


SUBJECT, 
00: Philadelphia 


‘Enclosed for the Laboratory are. the following 


items obt FBI on 5/16/71 at bé 
Philadelphia.e. These —  bTC 
ms were seized pursuan 0 a search warrant issued by 
Federal Magistrate EDWARD W. FURIA on 5/16/71:0 


Ae One sheet of yellow paper bearing penned 
. printed notations. U 


i 
Ke oe : 

wt 2/2. Copy of "Police Instructors Bulletin aan: ; 
b Tear Gas ~ Federal Laboratories , " dated (105i 7110 


8/1/67-U 


Le 
0 Copy of "Police Instructors Bulletin, 
History and the Use of Chemical Agents," & 


a 


~~ * 


IN 


dated 11/13/68. 


pir” be Copy of publication July, 1968, 
"Bureau Policies, Rules, Regulations and 


sg Instructions Concerning Field Police Schools." 
bw 5s Four miscellaneous sheets, the first of which 
bears the heading "School Programs and 
Activities." U 
LY 


’ RETAINED 


owen 
3 
~ 
® 


is 

[=z 

e 

$575. 

isa: “Bureau (52-9527) (ENCLOSURES - 28) (REGISTERED MAI 

ic - Philadelphia Px 
‘ 1 = 52-7165-SUB A (EVIDENCE) it A™ 

1 - 52-7165-SUB B (ITEMS STOLEN) 308 ee 









1 - 52-7165-SUB.I (ITEMS RECOVERED), p7_ 
TDD:BSM »; REC-1 53 -Ye UWS oF : Ae "ho bIC 
eH AS 

| xs 
tk) ELAE. RAC nrotnet Eonapse ; - bs 
REL IS UAGL f 
Here tulad By 405 0" 


DATE 


uy U.S. Savings Bonds Regularly on the Payroll Savings Plan 


WO100108-O1 


PH 52~7165+SUB A 





££. Publication entitled "current Concepts in 
; Police - Community Relations."v 


b7'Ts Four pieces of paper reflecting Bureau 
file numbers. U 


ist 8 A leaflet entitled "The FBI in Powélton.” U 


bye 9. <A packet of yellow papers containing 
miscellaneous notes and writings. U 


off 10. Copy of publication "feens on Patrol (TOP)."U 


4 fll. Copy of publication "Positive Program, 
Police ~ Community Relations, Baltimore, Ma."U 


Wy 12. Copy of publication "Positive Program, 
Police - Community Relations, Rochester, N. ¥."D 


7h 13. Copy of publication "Prevention and Control of 
Mobs and Riots."U 


9y¥ is Copy of publication "Psychological Factors in 
Mob Violence." V 

off 15+ Copy of publication: "Technique and the Use of 
the Police Baton" dated September, 1967. 

ne 2.6. Copy of memorandum of SAC JOE D. JAMIESON 


dated 10/31/68 captioned "Police Training - 
Philadelphia Division. "UD 


7pnite Copy of memorandum of SAC JOE D. JAMIESON, 
dated 8/28/70, captioned "Liaison Program. an 0) 





718. Copy of publication "Police Instructors Bulletin, 
Review of Upgrading the American Police,” 
dated 7/23/70. U 


1? 19. Reprints of FBI Law Enforcement Bulletins beginning 
: with "Law enforcement faces the revolutionary ~ 
guerrilla criminally” U 


40 ‘20. Copy of publication "Police Instructors Bulletin 
: dated 7/27/70; Part 13. UV 


~ O = 











PH 52-7165-SUB A 
é{: 21. Copy of publication "Riot Control Information 
Bulletin," dated 1/5/67. 0 


gi" 22. Copy of publication "The Psychological - 
Psychiatric Approach to Crime. 


g% 223- Seven miscellaneous papers, the first of which 


is dated January, 1969, and captioned 
"Lypewriting Test #5." 


gi 2h. A letter addressed to "Des|__} and 
signed "Citizens! Commission o investigate 
the FBI." ) 


4 25. Portable ig ympte typewriter, serial number 
2528201. 


@ “26. One green covered junior legal pad. VU 
thy 27- One Eye-Ease steno notebook. VD 


GB. One Acco stapler. U 


‘ 





REQUEST OF THE FBI LABORATORY: 


le Compare the hand printing, typing on the enclosed 
documents with previous submissions in. the MEDBURG case. UO 


2. Determine whether or not the reproduced Bureau 
documents, which are enclosed, were made on copying machines 
previously used by the MEDBURG unsubs. U 


3 Determine if the enclosed typewriter has been used in 
the preparation of documents known to have originated with 
the unsubs, VU 


le Examine the enclosed Acco stapler to determine if 
that stapler has been used in previous distribution of 
packets by the unsubs. U 


5S. Have latent fingerprint examination conducted of 
submitted documents. VU 


wi 9 oe 
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Sho. 1 eT N 407 
LYPbI— KVEPY) LYRE ei BVEP nleimedf te Memgdrth, t-7/ 


NY 8S plirnedd Is PA 2-0 Meee 
K 468% nbiimeds £6, eure oS Lad A277 Mone 







K476C eof NYUGFE Z 
pee Digosiniee aia hte (oa a 
ge Ose ghoat oS SEE eee Usaed poked notations | 
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EASED Socy of Welton. Sioteucties Dollutin, Tetery 5 td 
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R4868 
K4869 


K4870 
K4871 


K4872 


K4873 


K4874 


E4875 


‘K4876 


K4877 
K4878 
K4879 
K4880 
K4881 
K4882 
K4883 


K4884 





A leaflet entitled "The FBI in Powelton." 


A packet of yellow papers containing miscellaneous noted 
and writings 


Copy of publication "Teens on Patrol (TOP)" e 


Copy of publication “Positive Program, Police ~ Community 
Relations, Baltimore, Md." 


Copy of publication “Positive Program, Police ~ Community 
Relations, Rochester, N.Y." 


Copy of publ&cation "Prevention and Control of 
Mobs and Riots." 
| 
Copy of sanilcaties "Psychological Factors in Mob Violence" 


| 


Copy of publication "Tebhnique and the Use of the Police 
Baton" dated September, 1967 


Copy .of memorandum of SAC JOE D, AAMIESON dated 10-31-68, | 
captioned "Police Training — BYES Philadelphia Division" 


Copy of memorandum of BAR SAC JOE D, JAMIESON, dated 8-28-70, _ 
captioned "Liaison Program" ‘ 





4 


Copy of publication "Police Instructors Bulletin D 
Review of Upgrading the American Police,™ dated 7-23-70 


Reprints. of FBI Law Enforcement Bulletins beginning: with 4 
“Law enforcement faces the revolutionary - guerrilla crim nal," 


Copy of publication "Police Instructors Bulletin 
dated 7827-70, Part 13 


Copy of publication "Riot Control Information Bulletin," 
dated 1-567 


Copy of publication: "The Psychological - Psychiatric Appro ach 
to Crime,' 


Seven miscellaneous papers, the first of which is dated = 
January, 1969 and captioned “Typevriting Test #5." eee 


A letter addressed to "Dear and signed "Citizens' 
Commission to Investigate t 
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K4885 
K4886 
K4887 
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Portable Olympia typewriter, serial number 2528201 
One green: covered junior legal pad ) 
One Eye~Ease steno notebook 


One Acco Sstapler 
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HEDBURG John Edgar Hoover, Director YAY 
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resell. 5294527 YY 
‘ ; Labs No: D~710621085 IC iN 
Examination requested: by: Pittsburgh \y x 
Reference: Airtel 6-18-71 7 4 
Senet requested: Document - Cryptanalysis . 7 & 
Remarks: Sy 
You will be separately ‘advised gets the results im 
of the cryptanalysis examination of the submitted evidence. \) & 
B 
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FEDERAL BUREAU OF INVESTIGATION 
WASHINGTON, D. C. 20535 





To: SAC, Pittsburgh (52-3023) Date; June 24, 1971 
FBIFile No. 59..94527 
Re: MEDBURG ESPiNe: D-710621085 LC 





Specimens received 6~21-71 


‘ Kes067 Photocopies of envelope i 3 two-page | | _ bé 
i) typewritten letter fro bic 
Pent, Ke5068 | Photocopies of envelope and’ accompanying three-page es i 
typewritten. Letter i | 


Ke5069 ‘Photocopies Of erivélope arid acc three~-page- . 
' Letter ‘bearing known writing of ' J 

Ke5070 Photocopies of envelope and accompanyi = | 

letter pearing known hand printing of 

Also attached ‘are two typewritten new 7 i 
Ke5071. Photocopies of envelope bearin known hand piinting 

and handwriting of d_accompanying 
-one=page typewritten ‘letter pee 


_ Result of Giauisations 


; ‘The typewriter impressions, Kc5067, are the same style | 
of type as the typewriter ‘impressions used in the preparation of 
specimen 9201. in the MEDBURG case. However, due to the lack of 
identifying characteristics, it could not be determined whether 
one typewriter was used in the preparation of these specimens. 

The ‘typewriter impressions, | Ke5067, were ‘not used. in the preparation 
of the remaining questioned} typewriter impressions on specimens’ 
submitted in the MEDBURG, EASTCON and GARDBURG - ATTEMPT cases.\b 





TOVSOD eeeenrueemenn It was determined that the typewriter impressions on 

iy Sullivan —Ke5068, Ke5070 and Ke5071 were ‘not prepared with the questioned 

Bite Eypewriters used'in the preparation of specimens previously 
cim’Csubmitted in the MEDBURG, EASTCON.and GARDBURG ~ ATTEMPT cases.) 


- ™ La 
Casper a ee pe oe Ra 


ds Relt ce 


Gale - 


Travel ——Pawe 1 cd pctil bacon 
says =  DES:pjb (i) Ado % 
Holmes-—____. 


t 
be Gandy ., 
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MAIL ROOMC_] ‘TELETYPE UNIT(__] 











Y ee 7 mae” Seas . ot . 7 = 
° $ : S 7 GO “ < “ 
oe " oot o a - at = 5 
Tt was determined that the writers of.Kc5070 and = 


Ke507L did. not prepare the. quéstioned material on specimens 
‘previously submitted in the MEDBURG, EASTCON and GARDBURG = 
ATTEMPT cases, The handwriting on Ke5069: is not sufficiently’ 
_‘comparable with the questioned material to determine whether 
‘this writer did or did not prepare the questioned naterial. v 


The, submitted evidence is retained at the Bureau. U 
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FBI 
‘Date: 6/18/71 





”.’ Transmit the following in 





(Type in plaintext or code) 


I 
Vio __ AIRTEL : o™~ 


(Priority) 










me a se Ss SH hm me ses Seah Ming mr nee a, inh ‘yas tins Yh ty yy ie See eee mi nn a) ne anne ee ene tems ct ce —— —— 


To: DIRECTOR, FBI (52-94527) aTrENTION FBI LAB. | Y 


From: SAC, PITTSBURGH (52-3023) (Pp) 
| eunjot: Camaune | 710621085 


Enclosed for the Bureau are two copies and tor 
\ Philadelphia one copy of the foll 
Sy (1) Letter to a 
Lamb, Webster, Waiz, Telesca_and_ Donovan,,714 Union Trust 
f 2 ‘Building; Rochester, N.Y. U He 
ic sananirdede ast natnatinseataneth nn TT EAT NCO A 















bé 
ry .b7C 
N (2) Letter ti fron| | 
American Friends" } ttee,,.INCo:r450,N. 1oth Street, 


e_, Comm 

Pane Pa.>». , 19102 postaarksa Philadel phia, dated 5/25/71 
|. postmar ed Peoria, 5/28/71. — | 
‘ 
| IN @ wetter to POOH ook Pa ee 

Ys postmarked Providence, dated 5/28 71.0 : 
yf (5) Letter to Mrs, VIRGINIA WH. LAUGHLIN, Harden, Fede 

Reformatory for Women, Alderson Be, from 
postmarked Coatésville, 


\ : SA SE113 


t 


\ 


Ca-2 Sureau (Enc. - 10) (RH) REZ 


2 - Philadelphia (52~7165) (Enc. - 4) see 


a yeh Lagusorgpd) 


} 
IEQRMATION cana) P 


we isc pon 
N \S UNCLASSH rE al "i 
Sane il 





os 


oa, OM Fer 7 
Approved: g SPH 


Special Agent in Charge 















PG 52-3023 


: The. enclosed. copy for Philadelphia is for information 
purposes, Pittsburgh will review the above-mentioned letters 
and send copies to appropriate offices, wo 


‘The FBI Lab is requested to compare ‘the handwriting, 
printing and typing on the enclosed with aueP econ material 
received captioned ‘matter, U. 
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TO : DIRECTOR, FBI CON NTLAL pate, 6/1/71 










FROM : SAC, ALBANY Classified by 








SUBJECT: 


fv FUGITIVE 
DGP; SSA 

(AL file 52-2787) . & EXT. 

{ | REASON-FCIM II, 

[WY (Bufile 25-615950) ORE oF EYEE 


Classified Dy_t: AP Rho Oe 
MEDBURG-SUS PECT) Exempt from aeeoy # 
(AL file 100-22122) Date of Dgetaksi ‘f 
(Philadelphia file 100-53082) 


. Re_New Ha ‘letter to Albany, 4/15/71; Albany 
report of SA 5/11/71, regarding DGP; SSA mat~ 
ters; Philad Lbany, 5/17/71, regarding MEDBURG 





\ 
4 








APPROPRIATE AGERCIES 






SUSPECT matter. U 
B ‘Enclosed for the Bureau are seven copies, for 
Be: Philadelphia one information Jew Haven, two 
Qk copies of an LHM, captioned . It is re- 
aA a quested that this LHM be referred to Legat, 
Pu i; Ba enclosed for the Bureau is one photograph of 
& 42% FUGITIVE, with short hair, to be furnished Legat, Ottawa 
- B 
Photo of subjects wer 
furnished Bureau to forward €6 at, ge 
BYSSé 
Ber i ieee 
CD Bureau (Encs. 8) (RM) : ‘ON. Ga\\? esi te ao 
1-Philadelphia (Info) (100-53082) (RM) ne. 1y4 ye A 
2-New’ Haven (52-1959) (Encs. 2) Oe Por! o. 
4-Albany AFPROPRIA TR cs 
(2-52-2787) ion e pel ey YS 27— < 
(2-100- ~22122 40" Rous eG eee : 
RAH: pas Dare {2 LY (95 4 i, ROT RECORDED 
(9) ae af, 168 JUN § 1971 
f52 ~~. 
o CONEASENTIAN 
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AL 52-2787 
AL 100~22122 





Confidential source mentioned in LHM is identified 
on Albany copy. : 





This LHM is classified "Con tial" to protect 
the confidential source mentioned thefein. U 
LEAD 
NEW HAVEN 
bé 
AT BRIDGEPORT, CONNECTICUT pIC 


ee aoe rennet a tt NEE PEE 


to determine if she has knowledge of the lithograph company 
who is euploying 


LHM points eed telephonic contact with 
RICE, and was advised o Ls ep oyment .() 
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UNr’eED STATES 





FEDERAL BUR LA U OF INVESTIGATION 
In Reply, Please Refer to. 


ONTATNED. 
lbany, New York , per ORNAETON CO 
mee i Lah June 1, 1971 S 


_ BY 
FEASOn-FCIM il, 
DATE OF REVIEW_S 







he night of March 8-9, 1971, the FBI Offices 
at Media, Pennsylvania, were burglarized by an unknown sub- 
So subjects. Investigation is. continuing in this mat- 
ter. 


b6 
b7Cc 

On. September 17, 1970, a fire of suspicious origin 
destroyed the Local Draft Board 56, Cortland, New York. 


A 
gasoline can and cap found at the scene, along with a state- 
ment from a service station 


and subsequent confession of 





e t ie 


3 
to within one 
ock of the draft board at 9:00 p.m., September 17, 1970, 


at which time they departed the car to return ten minutes 
later, advising that the. fire had been set. 


Complaints were authorized by Assistant United 
States Attorney, Northern District of New York, Syracuse, 
New York; warrants issued by U. 8S. Commissioner, Northern 
District of New York, Syracuse, New York, charging violation 
of Title 18 and 50, App., Section. 1361 and 462, re 
on September 23, 1970. Subjects 


arrested September 23, 1970, and arraigne 
‘at Syracuse, New York. 





ively, 






- Charges against 
were subsequently dismissed at a prelim 


¢ Declpésifi 









mE October 6, 1970, as Assistant United States Attorney did net 
290 present any evidence 1. Commissioner. Warrant still 
o. in effect for subject , ‘ 
seo : 
na 
‘3 $3 There have. been no convictions in che. matter. v. 
© ti ae ao dialty . 
en pee! 25 
. On April 30, 1971, a confidential Sdurée, who has ~~ -eis7c 
seouided reliable information in the past 5 “and. who: “ts--in- ~~ b7D 
a position O_ KNOW nished als O nforma On: ars 
regarding eS 
5 V Dasara en 6 EF Rhee 5 ey; t. 
Classified by SOG Raetelee_, CONFIDENTIAL - snot? 1 Glagaltied Ny SEM i 
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| | tony ty 
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CON Torna 


CONFIDENWILIAL 


Name 

Date of Birth 

Place of Birth. 
* _ Height 
Weight 

Eyes 

Hair 

Marks 


On May 17, 1971, confidential so 
above, advised that it was determined that 






avallab ———— She favntaned the 

B OED acauired address of |  — —“‘( Cd 
Se ed ten She also 
said thatL_—— had telephonically advised his 


father approximately two weeks prior, that he had obtained 













was also advised b 


stated thay  —s——sizt 

had also been in telephonic contact with|____fand she was 

advised by him that he was employed by a fie od 
aid that she did not know 

wher was on March 8 and 9, ahs but that 

she supposes that he was in i Canada. U 


rod 
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CONFIDENTIAL 


ere 
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Legat Ottawa is requested to: 





interview ; : 

; regarding his whereabouts March 8 Be oc sus: 
and 9, 1971, in regards to Media Resident. Agency bacelany 2 (WY 
2. Interview[ _ kegarding his :involvement in | 


the fiye at Local Board 26, Cortland, New York, September 17, 


1970. (>) 


3. Determine through Canadian Inmigration- Center, 
Windsor, Ontario, if subject has applied for and was granted 
Landed Immigrant Status. © A\. 
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a Enelosed for FBI Laboratory and Washington Field m 
wt are tvo copies each of photographs of a two page letter dated 
1/7/70, commencing, “Dear Fanily", on the first pages and 
concluding, "Love on the second pag Phi 12 : 
e Also enclosed for the FBI Laboratory is the original 
2 of aforzmentioned letter. Photographs of letter need not be 


ved returred, but the original of. the letter should be returned 
to Los Angeles for return to the subject's, mother. 
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‘E5059, when conpared with the notebook 
'Q284 in ‘the 
4¢ional known handwrd 


‘ense. 
printing of be secured for further con ond cor 
i “Guestioned gpecinons have been received in the : 
se and you WL11 bo subsequently advised of the results of 
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The handwriting and hand printing, K5039, are not 
sufficiently comparable with the questioned material on 
apecenens | previously submitted in the BEDBURG, EASTCON, and 

7 cases and. spécinens Ql through Q817° in the 
ase. for menningful comparigons to be made. 
orerore, vas not possible to: doternins whether. the 
writer of RG039. did or did not prepare the questioned material.0 


The subnitted evidence WELL be returned soparately. 
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Specimens received G2] ~71 
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Result of .cxanination: 

It was dotérmined that: the. squostioned mnatordal on > 
specinens previously. submitted in the GARDDURG - ATTEMPT, MEDDUNG 
and EASTCON eases WAS not. prepared by the miter of Ki4. % 


The subnitted evidence ‘WiLL Be. returned goparatoly. 
Photographs are retained. 
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To: BAC, Phéladolphia (2100-52836) - Date: «= Suume 28, 1071 
7 FBIFie No. 1008465572 

Re: Lab. No. D+-710624004 12 7 
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Fes0G6 Photocopy, ‘of Application Ror © Fodera Fiploynent and 
os ing known WEREADS: 
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Result of cxanination: 


Tho handwriting, Re5066, 46 not sufficiontly conparabic 
with tho paonescuee material on specimens provicusly submitted in 
_ the HEDDURG, FASTCON and GARDRURG - ATIELET cases for: meaningful 
| @Ompasdisons to be made, Therefore, it WAS not possible to 
determine whether tho questioned: material was ox wad. not prepared 
mae the writer of Ke5066, U 
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— | Fer File No. 5294527 
Re: MEDBURG . po D~710625069 LC 
Specimens received. 6+25~71, 7 ; ; b6 - 
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Ke5081 Photocopies of envelop CLO; etter bearing: 
: known, hand printing of) also 


bearing typewriting U 

Kc5082 Photocopies of envelope and accompan ing typewritten 
one-page letter frown 

Ké5083 Photocopies of envelope and accompanying two-page letter 
bearing known handwriting and hand printing opts setter . 


Ke5084 Photocopies of. envelope ‘and dnying four-page létter. . ~ 
bearing know writing of 


Ke5085\ Photocopies - rd bearing known handwriting and hand 
printing of 


Result of examination: = 
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It was determined that the typewriter impressions on 
used 2 and. ‘preparation of specimens previously submitted in the 
MEDBURG,. EASTCON and ‘GARDBURG — ATTEMPT cases.’ : 





It was also determined that the writers of Kc5081,. Ke5083" 
and Ke5085 .did not prepare the questioned. material. on. specimens 
submitted in- the MEDBURG, EASTCON and GARDBURG: ~ ATTEMPT cases, O 


The handwriting, Ke5084, is not- sufficiently comparable 
qolson__With the questioned material on specimens ‘submitted in the HEDBURG, 
alleen —EASTCON and -GARDBURG - ATTEMPT cases. for meaningful comparisons to 
Bishop be_made « ‘Therefore, it was not possible to determiné whether the 
Bremen CRyyd ter of Kc5084 did or: did not prepare the questioned material.O 
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The enclosed copy for Philadelphia is for information 
purposes, Pittsburgh will review ‘the above-mentioned letters 


The FBI lab is requested to compare tho handesitiag) 
printing and typing on the enclosed with questioned naterial — 
received captioned matter. 
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On Juné 21, 1971, a confidential 
source who is in a posi h 
information, advised SA that | 
the records pertaining to the Lakewood bxtension School, 
Ohio State University (OSU), would be temporarily 
unavailable since they have been microfilmed, 
but the source advised he would attempt to locate 
them. L) 

On June 22, 1971, this source advised oe 
the subject entered the Lakewood Extension School . 
of OSU at Lakewood, Ohio, on March 25, 1963, enrolling 
in a Freshman English course, "Composition in Reading." 
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ne b7c 
3 [aT Gh Be terested by Bureau 
* Agents, Baltimore Office, on 8/26/70 He is charged with 


destruction of Government property and his fingerprints were 
submitted to the Identification Division under Baltimore file 


The Bureau is requested to check the handwriting of 


cme See oY Ag ee POS My Pp A PO gta EE eG ch NW He 


BSP PAB maf 


§ 

a 
S 
x 
: 


2 
@- Bureau — ¥ TIS 2! g 


3 ~ Philadelphia , 
i a .L00~53089 NOT bei fo SRG 
1 = 100-s3083 dl e160) i 


os 1 - 25-819 32 
“ TFC/rav Set ena 

(6 a ‘, . . , s 
Aare ead: sateen eebentemnenenebenieammeaataiad mined anata bebe mnnealammienenl Sent nnn ee eee nen De in M Per cheeeeennneeneemerenensnoaaraes een 
Special. aiens in Charge =e . 
















SSL tte nace tam a bm mat . mow Be eee Seg . ww . 4 fw er We 9 stern mete > tama | 


; S ve ‘YOUR, FILE io: 1042 627 dite 24, ‘2972 
qt “FBI FILE No. ona : 

_. LATENT case No. -4eSS396 7 
, Sea TOR S40, Baator: - | boone ease ~ 
| can : 
oe 





. 
fe 
roa 
hoe 
es 
i 
fn 


Ganiy S gees 


. BUREAU OF INVE xi ATI . 
mt Washington, D. C. 20537! 7 ee 


REPORT - 


of the: 


"IDENTIFICATION. DIVISION 


LATENT FINGERPRINT SECTION . i 








PILGCELLANTOUS. « ORuAnion CONCEQNING © 
CES, Suercon 


: ~ ALLINFORM ATION rTAED bre | 
_ . ECT ic tava ae iD : _ — 
_ REFERENCE: _ Atetel, CT a DATES BV : Sh see . 
EXAMINATION REQUESTED BY: © ES, 


- §PECIMENS: To suagta: of. ‘popes park of ra 





Nor Latenty prints of vols ware developed 
ou Ehe shodtes ag ae v 


“ 


dentigication 






_ Gaboratiny soport sepe Fo i 
Tha tuo ahdate of > we Lo 9y 54 de / 
ti photocopies, the other part of KEOS0, 3 ara endlosad 
‘NOT RECORDED — 


ORTOINAT a IN ll0~- YEG Fb 4 a 









































50 JUL 8 1971. een: 
Sli = ; 7 Bo a ao os sear. eae powumeniet eet VK 8 
: eg 
senna : Eee tS) - se go eo 
~ Brentian, C.D. 

react = ae th Phdladsiphta. (52-7165) Ch «- - 400-52703) y ae 

Conrad en : 
= “Le sh : 

ee 1'}- e 2 ce 

navel =O GUL (5¢ 2-945 J) : 

F(a 

OY AES seen RLM :m : a > 

— Roce ce (0) a THIS RERO URNISHED “FOR OFFICIAL USE* ‘ONLY 

i MAIL room] TELETYPE: anil 
























Ge Ba ewe Se NTS Bele SE a oe ee ET EGY Gas See : = Ss Se 


ee . 
Lab file * 


Laboratory Spanish Fonz ~ 
‘ Mr 
5716 
EA 


Fok 
LABORATORY 42 


t 
PRERE Ee 
ta 


FEDERAL BUREAU OF INVESTIGATION 
WASHINGTON, B. ©. 20535 
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No language or Linguistic style-of-writing 

characteristics were found in specimen K5033 to indicat 
- significant: similarity - or dissimilarity With the an guage 

characteristics of MEDBURG specimens composed “by: the * 
Citizens" Commission to Investigate the FBI or GARDBURG 
ATTEMPT specimen. Q50. .b 

Disposition of K5033 and results of document and fingerprint 
examinations handled separately. 
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AIRTEL REGISTERED MAIL 
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is (Priority) | 
nr et i i a ee LO ee on Se 
l DIRECTOR, FBI 
Ph FROM: 65) (P) 
eqnea ate enn TAINED 


SUBJECT: ALL INF 
HERELiN to Uy eee Late opul: 
— DATEG=& 7 fp Goa 


Re reports of SA eee 
4/28/71 and 5/1/71, at Boston; éLp 
eve qaeee 5/5/71; and Boston Sietcie dtcd aN and 


Referenced Boston airtel, dated 6/17/71, noted that 
the Boston Office is not in receipt of any information 
reflecting subject actually physically participated in the 
break-in of the Media Resident Agency, although, due to her 
previous associates and activities, she may be aware of the 
persons who. committed the burglary. Accordingly, the case 
was being. placed in a pending inactive status. U 


b6 
Op reau (RM) BIC 
00s Westen hol 


- 52-94527  (MEDBURG) (Info) 
ne 100-460495 (ECCSL) (Info) 
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2. Loo-H1867 
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PH 100-51965 


rote eee with this status. This 
Office believes that has been thoroughly tested 
and is truly dedicated to this movement. When she was 2 
apprehended 2/7/70 at the time of the break-in of Selective 
Service Headquarters inside the office at 1421 Cherry Street, 
she _gave Philadelphia Detectives a "very hard time." 

Lt. head of the Civil Disobedience Unit, 
Philadelphia Police Department, advised it was necessary to 
handeuff her to a chair. She is wanted locally on a bench 
warrant obtained 7/22/70, when she failed to appear for 
arraignment 7/2/70 on a charge of illegal entry. This is 

a misdemeanor, for which she cannot be extradited, but 
Philadelphia Police would be interested if she is known to 
be in this area in the future. At the time of her arrest, 
she had nothing on her person to identify herself. U 


b6 
bic 


In addition, as pointed out in referenced Boston 
report dated 4/28/71, subject attended meetings during May and 
June, 1970, to plan break-ins at Selective Service Offices in 
Wilmington, Del.; New Haven, Conn.; and New York City, and 
subject reportedly conducted these meetings. PHILIP BERRIGAN 
told a source that subject was a person who should be brought 
into the proposed kidnaping at Washington, D. ©. Also, in 
her speeches, she mentioned the break-in of the Media Resident 
Agency of the FBI. 


In view of the above, Philadelphia believes she 
should continue to be considered as a prime suspect; and, 
accordingly, Boston is instructed to comply with instructions 
in Philadelphia teletype dated 6/18/71, captioned "MEDBURG." U 
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is believed that attempts should e, gh established 
sources, to determine if she remains in the Boston area. We 
would be most interested to learn if she plans a trip to the 
Philadelphia area. Also, as instructed in Philadelphia 
teletype 6/18/71, a summary of her activities, which can be 
obtained logically and discreetly from established sources, 
should be submitted at the end of each week. Also, the 
results of toll calls should follow later. VU 
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; Re Baltimore teletype to Bureau and Philadelphia, 
dated 7/2/71 and captioned "MEDBURG; Weekly Summary." U 
1 Philadeiphia has no additional ‘information to 5 
j. Warrant captioned individual's continued consideration as a 
1 suspect in MEDBURG and is therefore placing this case in a 
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SUBJECT: ( MEDBURY 


“DAMAGE ASSESSMENT 
DOMESTIC INTELLIGENCE DIVISION 


sf « Pay 


pw Attached for inclusion in running damage assessmeit 
q brief (pages 215 - 219) are writeups on four additional items 
relating to work of Domestic Intelligence Division (DID) not 
previously_known stolen from former Media, Pennsylvania, Resident 
ency. Documents in question are missing from Philadelphia 
files, charged to Media Resident Agency, and presumed to_b- 
been stolen, 









Racial Matters 


One item relates to work in this area. 
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“2 case eS aay ; 12 JUL 12 1971. » 
Three! docinéhits relate to work in this area. One 
@ is a teletype from°thdéMexandria Office concermimg~a~demon~ 
<J- stration at the Pentagon by A Quaker Action Group, an antiwar 
Kg é group associated with the pacifist American Friends Service 
fi Committee. |Thel ofhé?{tw6|Hocuments are an airtel anda 
Y ¥ letterhead memorandum also relating to activities of this 
\ group and demonstrations at the Pentagon in July 1969. The 
documents show details of“demonstration activity by this.group, 


~ 

Vy _— Enclosures-Y 

PF MSR tame! e 

; eee ane Oe Jao nae \ CONTINUED = OVER, ,. 
arg SEM popeae tic COST AINGD SEC En Tiayy 

*) oo HERE de oN. 


IED. a 
DATE Wut 1 Spenaea\ by PT 2 FebH aK 





BOJUL14 171 





a 


Memorandum for Mr. Sullivan 
Re: Medburg 
Damage Agsessment 
ee et eee Division + 


identity of persons arrested at the demonstration and indicates 
Pentagon Security Police furnished. us information concerning 
this matter. VU : % : 


Damage Assessment 


he information 
set forth concerning 
roup could conceivably lead to 

other ‘documents stolen from Media, but this 
document sets forth detailed information he furnished. Phila-. 
delphia has been instructed to advise the informant of this 
matter. The information concerning activities of A Quaker 
Action Group concerning demonstrations held at the Pentagon 
would not seem to be damaging even if disclosed as it relates 
to demonstrations and arrests of individuals causing a distur- 
bance at a Government installation and the Pentagon Security 
Police in this instance would logically be expected to cooperate 
in furnishing information. Copies of the documents have been 
furnished to" the Berar cent: Db 
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Result of examination: 


It was determined that the typewriter impressions 


on K5056 were not. prepared with the typewriters used in the 
preparation of questioned specimens previously submitted in 
the MEDBURG,. EASTCON,aGARDBURG = ATTEMPE and "UNSUB, Breaking 
and Entering of Local Draft Boards 29 and 30, 5/21-22/71, 
Trénton, New Jersey" cases.) 
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Enclosed for the Laboratory is one copy of a 
type-written statement beginning "Killing is Disorder", etc. U 
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The Cryptanalysis Section is requested to make 
an analysis of this statement, Since this statement appears 
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pr to have heen prepared by a different typewriter than the 
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‘ TO: DIRECTOR, FBI (52-94527) ALL INFORMATION CONTAINED 
\ | _BROW:—sac, BUFFALO (52-2230) (Pp) HEREIN IS UNCLASSIFIED 
Kk Coase) DATE Leful¥ BY SPS bye (Bue 


teacal Enclosed for the Bureau is one copy of a section of 
Xerox Manual for 660 Machine, : 


The following is a summary of examination conducted 
by Xerox Corporation, Webster, New York, 


sour EXAMINATION 


Toner analysis conducted on 3/27/71, Xerox copies 
of Q23, 24, and 28 were made. Dug sq the length of time and 
destrucitve process, analysis was.cdnfined to three samples. 
Center portion of each of the three documents were removed 
and sufficient sample of toner was extracted. Analysis dis- 
closed toner to be Xerox 1190, used exculsively in Xerox 
660 Machine. his toner is unique to Xerox, which uses a ( 
fluidizing polymer (Penta Erythritol Tetra Benzoate). Result: \ 
of complete toner ee with graffs from Xerox will be 
furnished the Bureau. 







Cer Burgau (Enc. 1) (AMSD) 

\ 2 ~ Philadelphia (52-7165 (AMSD) 
Boston (AMSD) 
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New York (AMEH 

Washington Figld ‘AMSD) 
' Albany tts . 
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Norfolk(AMSD 
Louisville (58-3737) (AMSD) . 
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PAPER EXAMINATION 





Paper analysis conducted on 3/29/71. A small portion 
of Q13, 14. 15, 23, 24 and 28 were removed for this analysis. 
The following is a composition of the documents analyzed: . 


Q13 
Hardwood Beachwood Kraft 2ug 
Hardwood Bleached Sulfite 35% 
Softwood Bleached Kraft 41% 
Hardwood Bleached Kraft 20% 
Hardwood Bleached Sulfite 55% 
Softwood Bleached Kraft 25% 
Hardwood Bleached Kraft 31% 
Softwood Bleached Kraft 20% 
Softwood Bleached Kraft 49% 
Q23 
Hardwood Bleached Neutral Sulfite 
, Semichemical 69% 
Softwood Bleached Kraft — 31% 
ge4 
Hardwood Bleached Neutral Sulfite 
. Semichemical 75% 
Softwood Bleached Kraft 25% 
Q28 
Hardwood Bleached Neutral Sulfite 
Semichemical 79% 
Softwood Bleached Kraft 21% 


Q13 and 14 have characteristics similar to paper 
produced by Nekoosa Edwards, Port Edwards, Wisconsin, with a 
plant in Potsdam, New York. 


| No conelusion could be obtained regarding Q15, due t 
the difficulty in staining because of resins ~- zine oxide coating. 


» 
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Q23, 24 and 28 appears to be Hammermill Paper, Erie, 
Pennsylvania with plants in Lockhaven, Pennsylvania and Oswego, 
New York. Hammermill supplies paper to Xerox according to xero 
specification and also supplies paper to other sources under th 
same specifications, Therefore, no determination could be made 
as to whether the paper was Hammermill for Xerox or Hammermill 
for another source, It was concluded this paper is not Xerox 
1024 or Hammermill O copy, due to the lack of water mark which 
indicates a Grade One paper, The paper appears to be Xerox 402 

Grade Four), Xerox 1524 (Grade Five), Hammermill Fore 0 copy 

Grade Four) or Hammermill Savings 0 copy. The difference between 
Grade Four and Grade Five paper is essentially due to the charap- 
teristics of the surface and this difference could not be asceytained 
due to toner and background on documents, The paper is a rela 

tively smooth common bond duplicator grade. 


REPRODUCTION METHODS . 


Olivetti Underwood Copia II and Copia III impart a 
distinct dark color border on both sides and the top of the copy. 
These machines utilize zinc oxide coated paper. Olivetti Under- 
wood is located Englewood Cliffs, New Jersey. An example is Q15. 


3M Process is Dual Spectrum, This process utilizes 
white and pink paper, each containing a chemical passing over an 
exposure section, which is then heat treated for development. 
3M produces five machines which are as follows: \) 


1) Casual Compact (Brief Case Type) 
2) Casual Desk 
- 3) Copy Mite 
4) Model 107 
5) Model 209 


3M also underlicenses a machine, Trans-O-Gram Copyma e. 
This machine as well as the above 3M machines utilizes 3M papery, 
which has a tullp mark on the reverse side. 


The Xerox 660 is in a family with Xerox 330 and 813, 
however, the 660 is the only xerox machine that reproduces at 
one to one ratio. This machine imparts certain mechanical 
characteristics upon the original and the copy. The top edge df 
the original will have imparted upon it by the machine four pin- 
points which is caused by the document grippers. The document 
grippers hold the original to the document drum during the cycle. 
Copies should have three double sets of pinch marks on the top | 
of the page, which is caused by the gripper bar. The gripper | 
bar attaches to the copy and is pulled through the machine during 
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the cycle. Thin vertical lines, approximately two and one hal 
inches from each side of the copy is caused by toner build-up 
the feed out rollers, Three wider vertical lines at the botto 
of the copy is caused by toner build-up on document drum under 
the stops. The top one half inch of the original document wil 
not be renroduced on the copy unless the plastic document carr 
is used. If the document carrier is used the four pinpoints w 
not be imparted on the original. 


UNIQUE DOT 


From analysis of numerous documents submitted, it is 
noted a unique dot characteristic to the unknown machine is 
located four and one half inches from the left side and from 
one quarter to one half from the bottom, This unique dot is 
reproduced on a eleven inch copy from a ten and one half inch 
original. Therefore, the last one half inch of the eleven inc 
_copy is a reproduction of a one half inch section of the docum 
drum. The dot can be caused by either dirt on the drum or a 
chip from the drum, ‘To reproduce the dot it is necessary to 
utilize a ten and one half inch original anu reproduce this on 
eleven inch paper, It is noted that if ten and one half inch 
document is reproduced on ten and one nalf inch paper, the dot 
will not appear, It is noted if an eleven inch document is 
reproduced on eleven inch paper the dot will not appear. In 
the event the unique dot is caused by dirt on the document 
drum the dot could be removed when the machine is cleaned. 

It is noted this unique'dot is present on Q17-22, 24-26, 28-32), 
35-41, 43, 45-47, 52-58, 60-66, 69-80, and 83. 


DOCUMENT EXAMINATION 
(1) Envelope with news clipping. 


QL3 is a reproduction from a 3M process on 3M 
paper (tulip mark on reverse). 


(2) Dear Friend. 


Ql5 is a revroduction on zine oxide paper from a 
Olivetta Underwood Machine. Q15 has one set of pin dots on to 
edge indicating this document was used to reproduce addtional 
copies on Xerox 660. 


Q33 is a reproduction on zinc oxide paper from 
OlivettL Underwood Machine. Q33 has two sets of pin dots on 
the top edge indicating that it was used on two separate occa 
sions to make additional copies on Xerox 660 Machine. 
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Q33A is a copy from a Xerox 660 Machine. 


Q51 and Q67 are reproductions on zinc oxide pape 
from an Olivetti Underwood Machine, , 


(3) On the night of ... 


Ql4 is a reproduction on 3M paper from a 3M machine 
and was used to make additional copies on Xerox 660, as evidended 
by pin dots, 


Q16 is a copy from a Xerox 660, as evidenced by 
three double sets of gripper marks on top edge and was also 
used to make additional copies on Xerox 660, as noted by pin dots. 


Q34, 50.and 68 are reproductions from Xerox 660. 


(4) Memo from SA dated 11/30/70 on 
GILROB, 


66 Q19, 37, 54 and 69 are reproductions from Xerox D 
0. 


Q19 was also used to wproduce additional copies 
on Xerox 660. 


(5) New Left notes ~- Philadelphia, 9/16/70, Edition 
One. 
b6 
Q29, 39, 56, and 70 are reproductions from bIC 
Xerox 660. : 


Q29 was also used to reproduce additional copies 
from Xerox 660, 


(6) Memo af | dated 2/9/71 on Phila- 
delphia 157-3852, 


Q22, 63 and 71 are reproductions from Xerox 660 





Q22 was also used to reproduce copies on Xerox 


) weno of sal | dated 8/1/69 on 


Conference of War Resistors. 


660. 
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Q18, 38, 55 and 72 are reproductions from 
Xerox 660, ois. was also used to reproduce additional copies 
on Xerox 660, 


(8) Memo of ge dated 6/18/70 on 
Philadelphia 157-3852. 


Q26, 46, 6° and 73 are reproductions from Xerox 
660. Q26 was also used to reproduce additional copies on 
Xerox 660. 


(9) TOM: 


Q31, 41, 58 and 74 are reproductions from Xerox 
660. Q31 was also used to reproduce copies on Xerox 660. 


(10) University of Idaho, 11/4/70. 


Q32, 40, 57 and 75 are reproductions from Xerox 
660. Q32 was also used’ to reproduce additional copies on 
Xerox 660. 


(11) Airtel from Director to Albany, dated 11/4/70 
Black Students on Campus 


25, 47, 64 and 76 are reproductions from Xerox 
660. Q25 was also used to reproduce copies on Xerox 660, 


(12) Memo of sf dated 2/4/71 on 
Philadelphia 157-3852. 


Q20, 21, 45, 61 and 77 and reproductions from 
Xerox 660. 920 was also used to reproduce additional copies 
on Xerox 660, 


( ton Field to Director, dated 
11/17/69 on 


Q28, 36, 53, and 78 are reproductions from Xerox 
660. Q28 was also used to reproduce additional copies on 
Xerox 660. 


(14) Memo of sf cate 2/4/71 on 
Philadelphia 157-2004, 


Q30, 65 and 79 aré reproductions from Xerox 660. 
Q30 was also used to reproduce additional copies on Xerox 660. 


1 cisco letter to Bureau, dated 2/26/71 
on| | 
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Q17, 35, 52 and 80 are reproductions from Xerox 
AG Q17 was also used to reproduce additional copies on Xerox 
QO. 


(16) Swathmore Police Department, 1/27/69 


Q27, 42, 59, and 81 are reproductions from Xerox 
poe Q27 was also used to reproduce additional copies on Xerox 
0, 
b6 


<< airtel to Bureau, dated 2/17/71, °° 


Q23, 44, 60 and 82 are reproductions from Xerox 
660. Q23 was also used to reproduce additional copies on Xerox 


o 


(18) Memo of SA KENNETH K, SMYTHE, dated 6/17/70, 
National Association of Black ... 


Qe4, 66 and 83 are reproductions-from Xerox 660. 


wd 


Q24 was also used to reproduce additional copies from Xerox .660 
(19) Citizen's Committee to Investigate the FBI 
 Q84 is a reproduction from Xerox 660, 


(20) For Immediate Release, ; 

Q85 is’a reproduction from a mimeogra ph type 
machine, utilizing liquid ink. The stencil was typed on a manua 
typewriter, The presence of red ink on the reverse side is 
from the copy reproduced immediately prior to Q85, 


(21) One the night of 3/8/71... 


Q86 is a reproduction on zine oxide paper, The 
machine utilized is roll feed rather than cut feed, which indicates 
the copy is reproduced side ways on paper elev@n inches wide. 
Several companies produce this type of machine and no identifying 
characteristics were noted which would identify the manufacture 


(22) FD-302, dated 7/13/70. 


Q87 is a reproduction on zinc oxide paper and ha 
same characteristics as 986. 
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BIC 
(23) Memo of al | dated 6/18/70 on 
Philadelphia 157-3852. ; 


Q88 is also a reproduction on zinc oxide paper 
and having the same characteristics as Q86. 


(24) Envelope, dated 3/9/71, with new clipping. 
Q92 is probably’a reproduction from a Xerox 
Machine, possibly 2400 or 3600, however, no characteristics 
were noted which could identify the machine, 
(25) On the night of 3/8/71... 
Q93 has the same characteristics as 992. 
(26) The Citizen's Committee to Investigate the 
Q95 is a reproduction from a Xerox 660. 
? Upon completion of examination. by the laboratory, 
consideration should be given to forwarding documents of 3M 
and Olivetti Underwood to respective main offices for additional 


examination in an attempt to identify any further characteristics 
or information, 
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‘License bearing known signature of 
KATHLEEN RIDOLFX O 

(HEDBURG) 


Result of examination: 
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eases £6r meaningful comparisons te be made. Therefore, it 
was not possible to determine whether RIDOLYE did or did not 
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K4594 through K4597 described in Laboratory report 5/3/71 
Result. of examination: 


Language disvaueeed sets. of specimens K4594 through 
K4597 were not found to be significantly similar to language 
characteristics contained in MEDBURG specimens composed by the 


Citizens! Commission to Investigate the FBI and GARDBURG ATTEMPT 
specimen Q50. 


Disposition of K4594 through K4597 and result of 
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so cumeDy examination handled separately. 
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TO. DIRECTOR, FBI (52-94527) (ATT: DID RESEARCH SECTION) 
FROM SAC NEW YORK (52-10018-A) 


SUBJECT CHEDBURG 


RePHairtel, 4/25/71,. concerning submission fox 
review of material from draft board break-ins, NY Division. U 


Enclosed for Bureau and Philadelphia are 2 copies 
each of 4 typewritten items relating to thé vahdalization 
of SSS Local Boards, Panel B, 321 W. 44th St., NYC, on 7/2/69. v} 


It is requested that these items be reviaved by 


DID, Research Section; relative to PHairtel to Bureau, yagi, : 
which furnished a copy of a news release. beginning, "On the 
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Lab. #:D-710503029 EC 
CR-13742 JU 


Examination requested by: Airtel from New York, 4/29/71 
Examination requested: Document-Cryptanalysis . Date received: 4/30/71 


Result of-Examination: . : Examination by: stanger— 
Language characteristics of specimens K4594 through. 
K4597 were not found to be. significantly. Similar to 

language characteristics contained, in MEDBURG specimens 

composed by the Citizens? Commission. to Investigate the 

FBI and GARDBURG ATTEMPT specimen. "Q50. 
Disposition, of K4594 through A597 and result of 

document examination handled séparately.. v- 
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K4594. Copies of cypawri been: document. beginning "We did it. : 
We interfered with the ability..." re) 


K4595 Copiés of typewritten document beginning "to. the men 
and women who work here..:t - ! 


K4596 Copies of typewritten document beginning npyESpay 
NIGHT JULY 1, a group of women destroyed... .§ 


K4597 Copies of typewritten document beginning . eedeae 
night a group of women destroyey LAs ‘VU = 
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‘This re ris oments Latent Finge o 
report. cf 6/23/71, 0 non Fingerprint Section 


The two latent fingerprints and Intent palm print 
prenent in thé-photozraphs, which were submitted with referenced. - 
airtel, are not identical with comparable aréag of all aot jaan 
previously. reported in connection with captioned case. U 


_ __ ‘These latent prints ore not identical fingerprints. and. 
available palm printe of all Imown extremists: enttoal fing dato, U 


ss Comparisons of additional latent prints fromlocal draft °° 
-qoson--. DAA in Metle, Pennsylyenia, which have been necelyed from Mr. Thomns ”’© 


= Bruton, ‘Chief of Poitce;-Meiia!, ‘Pénhoylvanta, wes being conducted and 
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LATENT FINGERPRINT SECTION WORK SHEET 


Recorded: 6-14-71 Reference No: 52-7165 54 A 6 
FBI File No: 27 — JE ABI 
Received: 6-14-71] - Latent Case No: ve aahoe 


Answer to! §$AC, Philadelphia 


Examination requested by: Addressee 


Copy to: 
RE: MEDBURG og ie 
‘ ‘ALD. INTOPUATION CONTAINED 
HEREIN ts UNCLASSIFIED 
EXCEPT WHERE SHOWN 
OTHERWISE . 


Date of reference communication: Airtel 6-10-71 — 
Specimens; 2 photographs bearing latent impressions 
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FROM: SAC, PHILADELPHIA (52-7165)-Su¢ #) ~ 
; wees > fo of HS t 
SUBJECT:  MEDBURG See TE 
Butte | sv. 
Wb fol. est 
On 6/ ice THOMAS BRUTON, Media, 
Pa., advised SA that on two occasions in : 





the last several weeks he has dusted and lifted latent 
fingerprints from the transom over the door of the Selective 
Service Draft Board located on 5 second floor of the 
County Court Apartment Building, 1-7 South Avenue, Media, 
Pa. The draft board is located on the same floor ad the 
Media Resident Agencyhad formerly been located. Chief 
BRUTON advised that he was treating both incidents as 
possible attempted break-ins of the draft board. BRUTON 
advised that his office would be forwarding to the FBI 
Laboratory all lifts developed and a suspects in 

the near future. BRUTON furnished SA ith two. 
photographs of some of the latents lifted by his department.o 


Enclosed for the Bureau_are two photographs 
‘urnished by Chief BRUTON to Bi. | 


EQUEST FOR THE BUREAU 


1. Perform EX-LATS examination on all latents. 
furnished by Chief BRUTON. 

2. Compare latents furnished’ by Philadelphia 
Office under cover letter dated 6/9/71, captioned "MEDBURG" , 
with latents furnished by Chief BRUTON. oD" : We 
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- The results of the toolmark cxamination and the 
return of the submitted evidence will be handled separately. ) 
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Specimens recelved 4-12-71 


~ K5107 - K5116 Three sopies ach of. specimens from pad, 


Result of examination: 


the characteristic markings which appear on questioned ‘copies. 
of Xerox Model 660, previously submitted in, this, case, ov 
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separate Model 660 Xerox machines 


The copies, K5107 through K5116, do not reproduce 
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q AIRTEL 
(Priority) 
To: QRRRPTORS 79), lan tiaA” 
FROM: ‘SAC, NEWARK (52-6817) 
SUBJECT: ) SSDEURS 110712067 
16a 8! 
"Nie Enclosed For the FBI Laboratory are three specimens 
obtained from each of ten Model 660 Xerox machines in the 
= | Newark Division. O 
iC 
fe 


mz The FBI Laboratory is requested to conduct the 
: Fs appropriate examination of the enclosed specimens. {) 
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Louis Kampf. "Draft Foes Talk Academic. Strike," 

Boston Herald Traveler, 1+7~68;.."Plan 'Conscience. Day'," 
‘Boston: Record American, 3-6=68; "Draft Registers Told. 
‘Don't Relax’, Boston Globe, 42685 and part of an 
‘article. ‘concerning. Resist inthe 1-21-68. issue of ‘the. 
Beato Herald Traveler |) — 


‘ 
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A qe q 1 ~ pd : % - . i ; 





Result of examination: 


The Liniited hand: printing-« on Qca84 is not sufficiently 


comparable. ‘with. ‘the’ questioned: material. on specimens previously | 
submitted in the ‘MEDBURG ; EASTCON ‘and ‘GARDBURG «- ATTEMPT cases 


for meaningful comparisons ‘to ‘be ‘made, 


Therefore; it, was. not 


- possible to détérhine whether the ‘questioned material Was or was 
- not prepared by: the: ‘writer of 'Qc384, O. nik, ae 
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TOs DIRECTOR, FBI (52 ~94527) 





(Attn: Dome stic Intelligence Division Research Section) 


FROM: SAC, BOSTON (52-5636) (P) 
SUBJECT: MEDBURG ch13707 Ju 
Re Philadelphia airtel to Bureau dated 4/14/71. 


Enclosed for the Bureau and Philadelphia are one 
copy each of newspaper articles containing quotes of LOUIS 
KAMPF, These articles were supplied by a source in a 
position to provide reliable information. The articles 
were "Draft Foes Talk Academic Strike", Boston Hexald 
Traveler, 1/7/68; "Plan ‘Conscience. Day’, Boston Record 
American, 3/6/68; "Draft Resisters Told 'Non't Relsx’," 
Boston Globe, 4/2/68; and part of an article concerning 
resist in the 1/21/68 issue of the Boston Herald Traveler. U 


The Domestic Intelligence Division Research Sec- 
tion is requested to campare these quotes of LOUIS KAMPF 
with the Lenguage used in the letter distributed by Medburg 
suspects on 3/9/71.0 
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RECORDED UNITED STATES DEPARTMENT OF JUSTICE 
6-29~=71 LAB FILE 
pjb Laboratory Work Sheet 
Re: File# SY -F4¢S" v7 —~2 £8444 
- Lab. # )~710628109 LC 
Lbany CR-13738 JU 


(MEDBURG SUSPECT) 00: Albany 
Examination requested by: Jfidwaukee (62-1549) Airtel 6-23-71 


Examination requested: Document ~- Cryptanalysis Date received: 6.98.71 


Result of Examination: Examination by:  pfy, Stangel 


Language characteristics of specimen Ke5088 
were not found to be significantly similar to lan 
characteristics contained in MEDBURG specimens composed 
by the Citizens' Commission to Investigate the FBI AND 
Gardburg Attempt specimen Q50. UO 


Resuit of document examination handled separately. 


Specimen Kce5088 is being returned herewith. Bue 


Specimens submitted for examination 


Ke5088 Photocopies of handwritten envelope and accompanying 
typewritten letter ard each 
bearing known writing of oo 
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| TO: DIRECTOR, FBI pees. \ 
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(MEDBURG SUSPECT) WV : o 
00: ALBANY ie bbl. GEG AY = 
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Re Albany nitel to Milwaukee, 6/22/71. 


Document Section is a letter 

o Local Draft Board 47, Milwaukee 
It is noted that this letter is a copy 
was sent from the Selective Service System, Wisconsin 
State Headquarters, Madison, Wisconsin, to the USA, EDW, 
Milwaukee, on 4/22/68 and subsequently forwarded to the 

FBI, Milwaukee on 4/29/68. It appears that the original 
letter is being retained by Local Draft Board 47, Milwaukee. V 


Also enclosed is a Xerox copy of [arate 
card, which may be of use as an additional Investigative aid.\ 
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: F i as, 
developed no additional information to oueene | 
has reiterated that he believes that 


were mainly attempting to indicate, upon 


s first contact with them concerning this matter, that 
because of their they 


and in fact had no 


is not believed that further specific inquiries 
will be productive and might very well cause 
uspicion should he press efforts in this regard. Therefore 


q  —Ssijis n i structed to attempt further information 
will, however, should such sneormett Oy 
x 


mmediately report for prompt dissemination, 
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SF 52-16634 
SF 100-69672 
SF 100-69681 
WAA/kle 





Referenced Newark airtel to San Fra 
referred to on as a 
This individual is known as 
A review of his file reveals only 
sporadic activities centered about various liberal causes 







and activities in the San Francisco Bay area. [_____iis a ee 
prolific writer to daily newspaper publications in which he BIC 
specifically take sides with the so-called "wor 
is no pattern ity associated de 
on the part of ther than as 


reported by information contained in See ppeetete 


Should Newark desire a characterization of pecifically, 
request such from San Francisco. 


No additional investigation being conducted relative 
to the above captioned cases. () 
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Examination requested by: Newark pes 
Reference: Airtel 7-7-71 
Examination reqiested: Document - Toolmark 
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You will be advised of the results of thé toolmark 
examination and the disposition of the ‘submitted evidence in 
a separate report. 
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_ FEDERAL BUREAU OF INVESTIGATION be : 
WASHINGTON, D. C. 20535 hy 7ones 
To: §AC, Newark (52-6817). ; Dates July 13, 1971° 
3 FBI.File ‘No. 5294527. 
Be: MEDBURG babe Ne: D-71.0709046 Le 
= Spectmend:recsived : T-9-71 _ Ot ae a 
K5096 ~ K5106 Three copies each of specimens taken. from. 2 4: 
eleven. separate ‘Model 660 Xerox riachines DO. = 
_ Result of examination: 
ve The. copies, K5096 through K5106, do not reproduce 
the characteristic narkings which: appear-on questioned copies. 
of Xerox Model 660, previously Bibmitted: in this case.) 
The submitted evidence ‘will be returned’ 1 separately. : 
This material was not photographed. oO 
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TO: DIRECTOR, FBI (52-94527) 
(ATTN: FBI LABORATORY) 


FROM: SAC, NEWARK -(52-6817) 
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ee ageamatoara 710709046 


Enclosed for the FBI Laboratory are three (3) copies 
of specimens taken from each of eleven (11) separate Model 660 
Xe xox machines. Uv 
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FROM PHILADELPHIA (52-7165) 


( NEDBURG 00: PHILADELPHIA. 


ODD HOUR SHIFTS ~ PHILADELPHIA DIVISION. 


= IN VIEW OF DEVELOPMENTS, REDUCTION IN BACKLOG OF PAPER. WORK 
w” ‘ 

FAND BACKGROUND INVESTIGATION INVOLVED IN MEDBURG, WITH BUREAU 

© rec acanlc NED, 














ERMISSION ELEVEN SPECIAL AGENTS WERE RELEASED JULY THREE, LAST, 
(FOR RETURN 10 THEIR OFFICES OF ASSIGNMENT. SEPARATE COMMUNICATION 
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ENT ON THEIR DEPARTURE. U 

MEDBURG SOURCE ADVISES JOHN PETER GRADY FINALIZING PLANS TO eu 
QUOTE RIP OFF UNQUOTE FEDERAL BUILDING, CAMDEN, Ned, IN NEXT 
-TWO_TO-THREE WEEKS - REMAINING FOURTEEN AGENTS ON SPECIAL ASSIGN~ 

MENT WILL BE RELEASED AT EARLIEST POSSIBLE DATE AFTER QUOTE RIP 
oul. OCOCSC<‘SOSsSs~SOSOSSSSSS 
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NEWARK (52~6817) 
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Miss Holmes... 
Mies Gandy. 
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A CAMDEN ACTION” PHASE THIS MATTER CONTINUES TO 


ea a SESSIONS OF GROUP: PLANNING BREAK IN OF 77 
OUP: PLAN REAK IN OF © 
eee bite histscisiantahteh ON NANO OO D, 


JOHN PETER GRADY, MEDBURG SUBJECT, CONTINUES AS LEADER OF: 
GROUP AND COMPOSITION REMAINS ESSENTIALLY UNCHANGED. GRADY NOW 


MEETINGS OF GROUP HELD 
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PHILADELPHIA RECOMMENDS THAT NO DISSEMINATION BE MADE OF THIS 


INFORMATION SINCE TO DO SO WOULD JEOPARDIZE SOURCE AND FBI SUCCESS 
IN: THWARTING BREAK IN. DISSEMINATION WILL BE HANDLED BY PHILADELPHIA 
‘a U 

| APPROPRIATE. 
END 
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being made by individuals led by John Peter 
G¥ad rady, primary Medburg subject, concerning 
planned break in at post office building, 
Camden, New Jersey.,.within next two weeks. 


Exact target not yet established, however, 
source indicates target will probably be 
draft board office with military intelligence 
and Camden Resident Agency (RA) as 
alternate targets. Investigation continuing 
under direction of SAC, Roy K. Moore who 
is handling Medburg special. 

Appropriate security measures in effect 
at RA. Imperative no dissemination be 
jJmade at this time inooxder that we are in 
position to apprehend subjects! when they 


-~make attempt. U- 
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FEDERAL BUREAU OF INVESTIGATION 
WASHINGTON, D. C. 20535 






vo: SAC, Philadelphia (52-7165) - pata: Suly 8, 1971 
FBI File. No. 52-94527 — 
re: MEDBURG Lav. No. CR19743 JU 
5, - ; : b6 
Specimens received 4/27/71 ; - Dae 
KeB098 Cony of lott 


Result of examination: 


No language or linguistic style-of-writing characteristics were found 
in Ke5093 to indicate significant similarity ox dissimilarity with the language 
characteristics of MEEDBURG specimens composed by the ree Commission 
to Investigate the FBI or GARDBURG ATTEMPT specimen Q60. VU 





Similar sentence structure was noted betweon Ke5093 and MEDBURG 
specimens, but these aimilarities are of such a limited nature that no definite 


conclusion could te reached as to whether or not they wore composed by the 
same individual, U 


Specimen Ke5003 is being retained at the Bureau. U 
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RECORDED’ FEDERAL BUREAU OF INVESTIGATION 
7/1/71 UNITED STATES DEPARTMENT OF JUSTICE 
mis LAB 
Laboratory Work Sheet FULE 
Re: MEDBURG File # 52-94527 SSS 
Lab. ¥ CR-13743 JU 


Examination requested by: Philadelphia, airtel, 4/23/71 
Examination requested: Cryptanalysis-Berimmtuns Daté received: 4/27/71 


Result of Examination: Examination b 


No language or linguistic style-of-writing characteristics 
were found in Kc5093 to- indicate significant similarity or | 

dissimilarity with the language characteristics of MEDBURG specimens 
composed by the Citizens' Commission to Investigate the FBI or 
GARDBURG ATTEMPT specimen Q50._ 

Similar sentence structure was noted between Kc5093 and 
MEDBURG specimens, but these similaritz#es are of such a limited nature 
that no definite conclusion could be reached as to whether or not they 
were composed by the same individual. | 

Specimen Kc5093 is being retained at the Bureau. 
“ : b6 

“ b7c 
Specimens submitted for examination 


Ke5093 Copy of letter believed written b 
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Date: 4/23/71 


Ven. . woe J y 1 
tiydhde shee 64) Q - : A 1 
t ; at - 7a * 
~« « ,oo4% ers re 
FBI i. ees 
ge 
I 
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Transmit the following in 





(Type in plaintext or code) 


Via ALTRTEL 
: (Priority) : | 
i as as Septal Ganapati eas is yar a ae cee seu Sa a ea pa sla, de Saati eee = 
20¢ DIRECTOR, FBI (52~94527) 


come 


Attention: Domestic Intelligence Division, 


Research Section and Cryptoanalysis 
Section 


FROM: =SAC, PHILADELPHIA (52-7165) 
SUBJECT $ Qreppurs 


V Re Philadelphia airtels dated 4/14/71 and 4/20/71 
; concerning composition analysis of unsubs',"On the night of 
yw March 8, 1971..." news release. U 


: _ Enclosed ith. Sani : 
Ea ee suSpects in EASTCON investigation. b6 
Enclosure was obtained from review of.Philadelphia report bIC 
dated 12/18/70 captioned, "EASTCON ,” Philadelphia file 


100~52.190. U 


A review of the enclosure by the Philadelphi [é 
Division disclosed similarities of form and ie 
to that of referenced unsubs' news release. An are ie 

af this letter is requested. y, 
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Ji} boar Friend: ar | 8 


“i Capitol, 
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“ wt , é 7 : 


bé 
bic 


On November 21, J. Edgar Hoover, Director of the Federal Bureau of ue 
Investigation, "testified before the Senate Appropriations Committee ' ake 


Jv: that a "conspiracy of Catholic nuns, priests and lay people," 


masterminded by: Philip and Daniel Berrigan, were planning actions such c 
as’ kidnapping government officials. and bombing power facilities to the 

Ur, Hoover's testimony suggested that all the’ persons 
associated: with anti-war draft actions were a. single conspiratorial 
group, led by: the Berrigan brothers-and all identified with the RroUup 


ape 


A Known as the "East Coast Conspiracy to Save Lives." f : 
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ie 
ms any organizational sense and totally reject. the kind of actions which Mr, ea 
‘Hoover describes, 


i no-eitizen is safe and our civil rights will quickly disappear, 


-  We- feet that it is time for the broadest possible coalition of sredenad 
=, eltizéns in all walks of life, but especially those doliidetdd with thd: 


“will commission the fasters with laying on of hands. 


commi tioant to authentic social values. 


3. Those of us who i ‘the ad hoc and nonviolent character of the Catholic 


resistence movement in these areas feel that these charges represent a 
very serious escalation of government repression of dissent and political 
opposition. -Needless to say, the many people associated with the varlous 
actions.are not a single group, are not.led-by the Berrigan brothers in- 


Such testimony is an obvious effort, to instill panic in 
the main body ‘of the citizens by conjuring up an image of desperadoes who ard 
planning to ‘put together in one package all the various tactics of third 
world revolutionaries in Cuba, .Vietnam, French: Canada “and Palestine. 


If ‘the FBI can: make such charges totally without aviasics:, without any hs 


actual crimes’ committed’ and potentially bring down serious indictments 
based golely on their 'secret evidence! of ‘conspiracies’ aud 'plots,!' 


church, to repister a very strong protest in Washington against such 


political and repressive use of the legislative power of the FBI, and to 
WY. make a dramatic-manifestation of our repudiation of -terrorism both by the : te 
\s. ‘Left and by the government. 

> work for change through persuasion and reasoned confrontation with tha 
- dgsues, 
. rededication to constitutional’ ideals and human values’ can save this. 


Finally we wish. to“show our. determination to 
Nothing less than a transformation of consciousness and a: 


country from a very dangerous turn ‘toward total destruction of liberty © 
and. hope. both at home and around the world, 


We call on you to respond to this and arouse vour friends and colleagues . i 
to do. likewise. As a service of national rededication, we plan to hold a ‘ 
24hour fast-vigil in front of the Justice Department, December 18-19, We on 
will assemble’ at a near-by church (to be announced): at 4 p.m. Friday and 
march from thare in solemn procession to the Justice Department where we 
At 3 p.m. the 
following day there will be a concluding celebration of the Eucharist, led 
by a broad spectrum of church and civie leaders. We call-on you to come 
and bring others to participate in some or all of ‘these events and to : 
join us in this rededication to solidarity, resistence, to oppression and . oe 
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2 - FBE . 
Date: 5/27/71 


‘. 


Transmit the following in 


AIRTEL 





‘(Type in plaintext or code) 





(Priority) ‘ | 





TO DIRECTOR, FBI (62- ) 
FROM SAC, NEW YORK (62-14475) (P) 


SUBJECT JOHN PETER GRADY ; 
MISC INFO CONCERNING 


(MEDBURG SUSPECT) : : 
00: NY) . Cf 


Ad 
ReNYairt to PH, 5/21/71, Sonbe reine applicant type 
investigation re captioned. UD 













ENCLOSURES : : 





Enclosed for the Buréau is one copy of invest~ 
igative results furnished PH with reairtd. Uv 
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Memorandum 


ae SAC, PHILADELPHIA (62- ) 5/27/71 
DATE: 


FROM: SAC, NEW YORK (62-14475) 


SUBJECT: JOHN PETER GRADY 
MISC. INFO CONCERNING 
eee SUSPECT) 

00: NY) 


Referral/Consult 


ADMINISTRATIVE: 





NYO vigorously fo g Contact 
@ made with NYG and NYS Income Tax as soon as status 
re Pedecas Tax is resolved. V 





Results of employment with Cornelius Drew 
Foundation will be reported as received during the course 
of embezzlement investigation presently being conducted by 


NYO will continue attempts tp obtain typewriting 
samples of stbject. 


No copies being furnished auxiliary offices at 
this time. V 


LEADS: ALL INFORMATION CONTAINED 
Re: ap loyment HEREIN 1S ee SIFIED, 
NEW YORK DATE blot — BYSp5 e425. usr 


M- ly 
AT NEW YORK, NEW YORK. 


1. Will, through Postal Records, attempt to obtain 
information concerning change of address for LePlay Research 
from 200 Park Avenue. U 


G Philad ae | a 
iladelphia po 4; 

2-New Youk “i 

‘ (101002171189) EL 


RWV:dmd | 53 - ie 23 oa 


(5) 
i 





Buy U.S. Savings Bonds aie on the Payroll Savings Plan 





NY 62-14475 
LEADS: (Cont'd) 


2, Will conduct investigation regarding the 
following, employment 


1963 Marymount College 
2a. 7ist St. 
NYC 


WASHINGTON. FIELD : 
AT. WASHINGTON, De. 


Await results. of WFO investigation xe 1952 and 
1953 employment with Community Service at NY, NY and 
Washington, dD GU 


R es _ Néighborhood and Employment 
" CHICAGO 
AL CHICAGO, ILLINOIS . 





Await results of applicant type investigation 
regarding subject. and his wife at Chicago;- Illinois. 


Re: oy Mis cellaneous | 


NEW YORK 





AT NEW YORK, NEW YORK. 
1. Continue to review the following NY files - oa 
for background information re organizations, activities,, 
and associates: 1 
| NY 254127189 1 


NY 100-168839 (EAST: 
NY 52-10018 .(MEDBURG) 


2 it background checks re subject" sl 
and interview re subject. 0 . 


aos 








sate 
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e * 3 ni 2 
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NY 62-14475 o 


_ LEADS: (Cont'd) 


3. Continue to conduct logical investigation to 
determine when subject in Puerto Rico and London, England 
and follow. Vv. ; 


fe ontace| dm, 
for any information re subject or family. » : 


ie 





b7c 





hs 


NY 62~14475 


SYNOPSIS; 


Former empLoynients of JOHN, ‘PETER GRADY unable 


to be verified. Former neigh 
drinker. Subject's wife born 


DETAILS: 


* 


=3A- 


ibject. heavy 





b6 
b7C 
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NY $2-14475 
EMPLOYMENT 


“Le Play Research Inc, 
200 Park Avenue 


New York Gity : 


: | 1. ine investigation was conducted by 


7 On 5/24/71, visual observation at 200 Park Ave., 
Y, NY, disclosed that Le Play Research Inc. .was not listed 
onthe office directory at that address. VU 


on 5/24/72) —*d)sManaigerient 
Office, Grand Central Building, Associates, rental agents for 
the Pan-Am building, 200 Park Ave., NY, NY, advised that 
Le Play Research was never a tenant at that address, but 
may have been a sub-tenant.u. saree 


b6 
On 5/24/71, [teak and Bush. Inc., Ne 
attomeys ~at~law, 200. Park Ave., NY, NY, advised that 

Le Play had ‘been a stub-tenant in his suite for several 
months but had vacatéd leaving no forwarding address.U 


Periodical Publishers Service Bureau Inc. 
Bronx,. NY 





Fh following was conducted. by. sf 


review of the Bronx Telephone Directory on 


A 
2/24/71, failed to show any listing for Periodical Publishers 
Service Bureau Inc. VU 


fhe Yellow Pages for NY were also checked and 


| failed to show any listing for the above mentioned firm. 


Also checkéd was the Ditrectory of "Newspapers and ; 
Periodicals, 1958" and this failed to show anyi#listing for a 


place named, "Periodical Publishers Service Bitireau Inc." 
an the Bronx section of NY. U. ; 


te 


hear 









: : « a GC O : k ‘ 
NY 62-14475 , 
: b6 
‘ , NY | -ephone Tniformation Setvicé was also *'° 
contacted by $ d they had no listing fox ‘the 
above thentione : : 
a 
m 
7 
r ss “4% * 
- ~S= - 





me 6 Od 
NY 6214475 


SA fe 


Frank G, Shattuck omeny, a 
53 West’ 23rd Street : 


New ork, | New York... wat ae 
On 5/26/71, 


advised that there are no emp oyment records maintaine 
for 1941 and a checkcof tecords| failed ‘to. reflect a record 
.for JOHN PETER GRADY. VU. 


Alexanders Department Store 
-2952 Third Avenue 


Bronx, New York . _. : 


_ On 5/26/71, ee advised that 
no employment records are maintained for and a check. 


of employment records failed to disclose a record for 
JOHN PETER GRADY, UV’ : 


t 


Occupational Research Inc, 
453 Madisoi Avenue 


New York, | New York : 


On 526/71,. physical. obgéxvatior by: : 
revealed that the area of 453 Madison Ave. is- oécupied 


by St. Patrick's. ae A check of NYC Directories 
failed to disclose an Occupational Research Inc.u 


Inquiry with Trustees of St. Patrick's Gathédral 
failed to disclose any information regarding an Occupational 
Research Inc. 


: Television Mens. ‘of America S 


Wheeling, | ILlinois c 


Investigation at Television Managers of America, 
Wheeling, Illinois, disclosed that employment records we 
date back to 1960. Records pridr to 1960 have been 
destroyed. Current employees do not recall GRADY and no 
record re hig employment could be located. vy. 





964 


4 


NY 62-14475 
NEIGHBORHOOD: 


3 
55 East 233rd St., e residence 
. He stated he. hae Enea GRADY and family 
Lox approximately 7 years Since 1964, He stated he tonsiders. 
GRADY to. be a heavy drinker, usually a scotch, drinker. 
He stated..on occasions, GRADY appeared to be 


intoxicated. dvised subject's father is 

di yas born and raised in the\___\ 
tated that GRADY appeared 

o be unemployed an ; extremely irregular hours and 


ep 
stayed away from home on a number of different occasions. . 
Ce re epee advised that. most of the tenaiits considered 
€ children not, well béhaved. .D 















we 
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“NY’62-14475 





CREDIT, a 


On. 5/18/71, a source in a position to know, advised 
records. reflect, there is rio credit card information for 
subject with Getty Oil Gorp., Philadelphia, Pa.,. or Humble 
Oil and Refining. Go., Bala-Cynwyd,” Pa. 


On 5/21/71, a source in a position to know, advised 
the- records of- Ameritan-Oil Go., Chicago, Illinois, reflect 
eredit card number 466-310-359-8 was issued to JOHN PETER 
GRADY, 855 East. 233%d St., Bronx, NY. Further information 
reflected that the credit card was cancelled sometime in 1970 
as a bad account and that there have been no charges made on 
the card airing the past six months. U 


ee 





oh © oy5. 


NY S2-34475 
CI 3100-19937 
Die pu” ; 


u 
um 
t 





cd 


, The ng investigation tras conducted by 
$2 on May 18; 19713, at Loveland,, Ohio: U 


Grailyille 








s 


bo 
b7C 






advised she -has been an officiol at 

frailville since it was establishsd im 19%; and could 

not recall the abdvé names. Hointed out that 
Graiiville is. tha site of periddic conferexices and 
academic classes*and cach summex holds a series of 
conferences and meetings attended by worden from varicis 

_ parts of the country. Some of these sessions last only 
two. or three Hays; vhnile others are three months in- 
duration. VD ie = 


7 dyised that cond have. 
‘ attended @ Session im the distant. past and no record 
of her halle. wonld have been made. U- 


: C_laesertbea Graih as an ingernatidonal -. 
ovement of marricd and single women, predominately _ 
Catholic; dedicated to social. development and international 
peace through education and unity among Christians. 


The international, headquarters im Igeated in Faris, - 
Francé. UO . : i. i 
-10- 7 ; 





27 Foy 62614475 : 
cr 100-19937 
DYD/ pri 
CREDIT AND ARREST: 


Uo May 18, 1971, Office 
Shio Police Dapartaent, advised § SA| 
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95 4 1PRLy the following. pers ons advised 
the records of ed 
entifieble with 


“Credit Duréan of Cincimmati, Ohio 


~ oe > = og = > . * 


-li-. 











NY 62-14475 


The following was conducted by sal 


On 5/24/71|_____| Coverage Section,, Allstate 
Insurance Co., Boston Post Road, Bronx, NY, advised that 
theit office has a 1961 Comet insured under the name of 





She stated that any background info such as / 
would appear on an pplication form would be at the main 
office, 500 Westchester Ave., White Plains, NY. She | 
further advised she was unable to locate a record for 
JOHN PETER GRADY. & . 


On 5/27/71, a check of the xecords. of Allstate - 


ppeunenes Ce. 500 Westchester Ave., White Plains, NY, by 


eee pettected the following: 


” Policy Number 
Issued To 
Address 


DOB i ane 


4, eearamatoor 5 ? 
ivers License 


be , 
b7c 






Occupation 
Husband 


cd_ check also reflecte 
rior 


flected that the vehicle 
to her present vehicle was 







used by 
owned by: 
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@) «GAC, PRILADELPEIA (62" =<} 


FROM SAG, NEW YORK (62-NEW) (2) 

BURIECE JOUN PETER GRADY * geet 
‘MISCELLANEOUS INFO CONCERNING BIC 
 Q@AEDRURG SUSPECE) 5 


omc, RePlite?, td Buteaitty 5/9/71 te applicant Anvostigation 
wre GRADY». $ 


Enclosed jane fox PH are 2 copies of 
. Memorandum containing information rege ending JON SNR 
GRADY and enclosad Lox, one phot sopraph 
_ af subject ond his wife 
' 
* 3 
{ 
4, “Me 


apes epee Gade 6) Cam) 
CS oo OBe173189) : ee ee a 
«Tagged S Bee ; 


7 I ALY ye ALL INFORS nT STAND 


Lé ted “2 7 “HESCIN i: 5 ee en Set ied. 





SAC, PHILADELPHIA | — S/AR/TL 
~ " SAcy NEW YORK (62-Nit) (P) i 


JOWN PETER Grany * 7 he '’} 
, ‘MISCELLANEOUS INFORMATION CONCERNING 
(MEDRURG SUSPECT) : 


Re: Piltel to Dir, Stati; re applicant investigation re - GRADY. 

ENCLOSURES 3. _ bé 
” Enclosed for Philadelphia z copies of one 4 

photograph of subject: and his wife, —— 

ADMINISTRATIVE 


Philadelphia previously forwarded fa serprints=_ 
Erom Identification Division by ED 9, dated 5 ese talephone 


toll checks-from NYO on FD 302*s by 4/2/71 airtel to Philadelphia 
and’ 5/20/71 aictel to Phil. adelphia under HEDSURG caption. O° 


Piling of Tncome T x Referral/Consult 









* contact NY State Tncome Tax Bureau. O 


| Employment at Coxnelious ~ 












| Drew Foundation... . : ¥ 
by 
Se? A recently mened embezzlement case is presently 
under investigation at NYO regarding Drew Foundation funds | 
| to which subject had access, NYO will follow closely. O .. ~ . 
*t No copies being furnished auxiliary etree at. this * 
timee VU 
Gig fore (RM) ge Grek INFORMATION oon ‘ 
w York Bedi > UNSLAUSTIE E ae 
100~L71169) [ a hy 
soy oe DATE ula st 


Kft es 4—BYS 
i 





” ADMINISTRATIVE: (Cont'd) . = a 


NY 62«NEW - Hz a 


- NYO has furnished FBI Identification Division 
handprinting and handwriting samples of subject and will 
continue attempts to obtain typewriting samples. U 
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NY 62-NEW 
LEADS: 
Res loyment = i, 
NEW YORX | 
-.  AT_NEW YORK, NEW YORK. _ 
le, 1963 


Qe Year unknown 


3. . 2942 - 
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he 1943 


rs 


4 


5. - L95L 


i 6 o J : 1942 a 


76 Report: results of investigation re ERECTED 


with Drew Foundation. 


‘- WASHINGTON FIELD , "e 


AT WASHINGTON, D.C. 


et 


NYG 


Conduct investigation regardi ing ‘the eeilovines 


Bae e ‘College 
221 FE. Vist Ste 


2 ® 


- Le Play Research Inc. 
Fordham gore 


Bronx, NY i 
Frank G, Shattuck Coe 


' $3 We. 23rd St. 
NYC 


-Alexanders Dept. Store 


2952 3rd Ave. 
Bronx, NY 


oe Research 


453 "Madison AVG 6 
NYC 


Periodical Publishers 


Service Dureay eb 
Bronx, NY 


. 
° 


& - 
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Await results of WFO check re 1952 and 1953 
employment with National Catholic COHEN ty Service, at 


NY, and Washington, D. ‘Se Db 











NY G2=NEH a i a re eee 
LEADS: (Cont'd) - Meg. | eS: oe ee ee Ne Fae 
cHIGAGS a: me, SP ee og a 
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“AT WHEELING, ILLINOIS. i‘ a ot 


‘fvait results of 1950 enpsayaent check re ‘Television 
Mers. of finericas v i 


Re:- Neighborhood 
J ° NEW york 


At NEW YORK, NEW YORK, 





“bic 
Re: Neighborhood and Employment | 
CHICAGO. . 
; & "AT CHICAGO, ILLINOTS 
‘Le Await results of applicant type Anvestigation regaxding | 
subject and subject's wife. 
Re: Credit - eee, - es Le ' 
.” AT GHIGAGO_AND_PHTLADELPUTA * + oo : 
1. ° Await credit ecard checks from Phitadelphia xe. Phe 
Humble and Getty Oi1 and chiceee re American Oil. ms 
-Ret Miscellaneous 2 
~ NEN YORK, = 7 - ’ 
: AT NEW YORK, NEW YORK, DF ete 


de. * Continue te review the following NY Etles fox -— 
background information re organizations, activities and - 
. associates: bo aoe at . : 


n Je ° 
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. , 7 ; Z $ / : p en 
LEADS: (Cont'd) |. - fe ms : 
: : “os - 6 . ; 
s NY 25612718 | eur ey | 


, NY 100-1688 
oo 8 RY 52-10018 (HaDBURG) 


a ' Contact State ome Tax and continue te meee 
contact with NY IRS. Agen Yederal), U 


35 Contact Allstate Insurance Co. fox backgxound 
information xe Gibtece. and. determine vehicles mpes which subject 
has insurance, VU 





7. 


n 1 background on at geet S s 







Se Con mvestigation to determine when 
subject in Pacers Rico and ee England and follows b ° 


‘ CINCINEATS 





£ ‘ AT LOVELAND, OHIO. 
Await results of efforts to obtain’ background re . ae 
subject's wife. U- 
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JOHN PETER GRADY was born August 15, 1925 at 


“Bronx, New York (NY). School tecords set forth. Subject . 


is married ant has five children. Employment records 

set forth, Noa arrest record, New York City. Credis 
Bauisfactory. The subject served in US Navy. Neighborhood 
investigation determined one neighbor considered subject 
heavy drinker and former landlord had to bring court 
action to obtain three months rent. Subject's mother 
residing Queens, NY, and subject's brother resides Bronx,, 
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Birth - , ee 
-". On May 7, 1971, 8¢ ee that a 
check of records of the Department o for New York City 
reflected the following ae Certificate Numbex 10328 Bronxs 
| Date Filed August 27, 1925 
Name JOIN GRADY ~ ale, white - 


Date of Birth 
Place of Birth 


‘ Father 


Mother 


~ 


oe 


aoe 


‘Bronx, New York 


Age ‘ 
Place of Birth <« Ireland 
. Occupation ~ Lumber Handler 


, Age 2 
Piace.of Birth «- Ireland 


Recotd further reflects « One previous child 


August 15, 1925 
498 East 162nd ehzeets 7 





J OHI GRADY ~ white 


b7c 


ANNA CLOONAN « white 


Occupation ~« Housewife. 
Residence « 

498 East 162nd Street, 
Bronx, New York 
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EDUCATION: oe 


The follox Lor + | nducted by - - pe 
Special Agent (SA) b is 


Grammar School 


Qa vey 17, 1971 ed 
St. Augustine's Grammar School, 1176 Franklin Avenue, 


Bronx, New York (NY), made available the records of JOHN 
The following information was coritained thereon: 


PETER GRADY. 


Parents 
Addresses 


Date of Birth (Do) 
vat Entrance 
- ‘Graduated 
Average - 


Pintnar IQ # 


DOL - 
Parents 
i Addresses 


_ / .,' Entered 
- Graduated 
> Average 
Pintner IQ 


' High School * 


ae 


High neues LiL Fast 164th reet, Bronx, NY, advised 


ey 


; | record was ouEe ie JON cw id ee 
» ft 


ge o “ee 


a 


r 


JOHN and ANN GRADY 
eee e Bost 164th Street, 


500 t Rast t 164th Street, 
Bronx, 
August ‘15, 1925 
‘March 19, 1932 
oe June 26, 1938 
For eight wrades~< 
133° 85«beLow 92 





b6 
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investigation was conducted by 





ALL Hollows x 
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records of that institution reflected that JOHN PETER 
GRADY, born August 15, 1925, attended the school from 
March, 1941, to June, 1942, atiwhich time he graduated. 
Parents were listed as, JOHN and ANNA GRADY. Home address 
was given as 438 East 159th Street, Bronx, NY. Prior to 
attending All Hollows, GRADY was enrolled in Morris High 
School, Bronx, NY. advised that no further records 
had beenretained peperdane GRADY, and that no further 
information was available. U er 2 


picts ONE i ee ee ae 
Principal, Morris High School, advised that records o ‘ 


institution reflect that JOHN PETER GRADY, born August 15, 
1925, and home address of 438 East 159th Street, Bronx, NY, 
attended the school from September, 1939, to March, LOAL, at 
which time he transferred to All Hollows High School. No 
reason was:given for the transfer. Parents were listed as 
JOHN and ANNA GRADY, Prior to attending Morris, G s 
enrolled in La Salle Academy, no address given. : 
advised that no further records regarding GRADY had been 
retained and no further information was available. U 


erie De a) 
La Salle Academy, sast 2nd Street, 


NY, NY, advised that records of that institution reflect oe 
- that JOHN PETER GRADY, born August 15, 1925, attended the ; 
_ school from September, 1938 to September, 1939, Home 
address was listed as 500 East 165th Street, Bronx, NY, and 
'» his father shown to be JOHN GRADY. No further records had 
been retained and no additional information was available.U 





s, 


College ; : peng 


Saleem Feed “the records of Manhattan 
College, New York City >» on May 5, 1971, and determined 2 
that JOHN PETER GRADY, 438 East 159th Street, Bronx, NY, DIC 
form August 15, 1925, at Bronx, NY, attended the School of 
kngjineering from September, 1942~July, 1943, when he 
.. otthdrew. He also attended from October, 1946, to Jmne 14, 
', 17, when he received a B. A. Degree in Ayts and Science 
witty a major in Sociology, He was a day student and had a 
good record.V ; Bn 
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This record noted that he attended All Hollaws 
Institute, 111 East 164th Street, Bronx, NY, a Catholic 
High School, There was no indication that he had a brother 
or sister and his father was roted as JOHN GRADY. VU. 


, eT es wl Boptotran' Office, 
sp ege, Lurnishe @ above information, to 
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MARITAL STATUS 2 . es : Ae 
On October 7, 1970, the recdrds of the Credit Bureau - 
g York reflected that the subject is presently Eo 
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EMPLOYMENT ie oo ° 


On May 13, 1971, a source who is in a position to 
furnish wliable information advised JOHN PETER GRADY, 
Social Security Number 10918-7270, born August 15, 1925, 
at Bronx, New York (NY), with father-JOHN GRADY and mother= 
ANNA CLOONAN, Listed the following employments: uU 


“ # 941 Frank G. Shattuck 

: . : Company (Co. 

, 533 West 23rd Street 
NY 


. NY, 


1942 . Kent House Corpor-~ 
ation (Corp.) 
360 Field Point Road 
- Greenwich, Connecticut 
- Cona. : 


1942 ; Periodical Publishers 
“3 : . Service Bumwau Incor-~ 
.p8rated (Inc. ) 
* L North Superior Street 
‘s : _: Sandusky, Ohio 


1943 : ; Alexanders Department. bé6 
; oy a -.Store Bey 
. = 2952 3rd Avenue an 
Bronx, NY 
"1950 a : Television Managers « 


of America ‘ 
1020 Noel Avenue 


a Wheeling, Illinois 
95 tS aauaainiel! 
: Going’ business as 
: Ty Avista Personnel 
‘ Service 


11 East 47th Street 
NY 


% 


‘ ed 
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1951 


1952 


1953 


,, 1953 


1954. | 
"1955 


1957 


1958 . 
. 1959 


1960 


1961. 


” Same 


Ine 
‘ 168 East 91st Street 
NY 


‘Cana Conference 
_ Chicago, Illinois 
"Same 


* 


% 


Qecupational neces. 


453° Madison Avenue 
New York City (NYC) 


National Catholic 
Commmity Service 
Archdiocese of NY 
487 Park Avenue 

» NY 
Same as above 
National Office 
1312 Massachusetts . 


Avenue 
Washington, DB. G 


NY Life Insuxance Co. 
51 Madison Avaiue 
NY, NY : 


Same 


Ast.D.Gs Publishing 
Co. 


NY, 
Same 


Same 





21 West Superior Stxe 





AR Ae Ce 


ne ee oe 


aliens 
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1962 ‘ 
~ | ae 
19630 | 
1963 7 
: % 
1965" 
1966 
1967 


tent House Seeestecten 
360 Field sen Road 


‘Greemrich, Conn. 


Qn May 18, 1971, invent? gabon ae Greenwich, 
Conn. 9 ddtansined that Kent House Co 
. Road, was old summer resort type hot 
. borhood in which it was Located we 


struction of US Route I 95. 


Periodical Publishers Service Rurveau Inc. 1 oo 


1 Noxth Superior Street 


Sandusky, Ohio ; 


a hy ee) Chay 
. . Records, Periodical Publishers S$ ce Bureau, Ince, oes - 


“White Plains, NY 


.2430 7th Avenue . 


e, 360 Field Point 


el. 









‘ 
Raymond, "May Parish: 


and Pine 
11 Holland Avemue 


sane 
Marymount College > 
aoe East 7ist Street 


Cormelius J. Drew 
Foundation Inc, 


NY, HY 





Same 


Same 





It and. the neigh 46 
& b7c 


ya 954, / 


4 





* 








aoe Ohio, advised May 18, 1971, probably worked in a- 

W, office of Periodical Publishers as a magazine : 
salesman or in the collection department, although she was 

‘unable to locate verification of either, No file was bcated 

for subject.vU. 


a ng ee - J 


‘ . Avista Persomal Service ae } 
LL East 47th Street ‘ 


Ws NY = <. f "3s 









= 971 ae by: Special Agont 

(SA) etermined there is no bisinass iy. the 
name o Avista Personnel Service, Secs 
at. IL East Street, » Lhere is an Arden Personnel 


€ 
Service at this address. . Inquiry at Arden determined 
Avista Personnel Sarica is unknown, O i 
‘ bIC 


National Catholic ore Service 
Archdiocese of New York . 
487 Park Avenue 


annals 


A source who is in a osition to furnish reliable 
information advised —— nm May 18, 
L971, that the National Catholic Commmity Serv. ce. at 487 


Park Avemue, NYC, during 1952 was the U.S.0. Club and that 
“no emnloyment records were maintained as‘ work was: performed : 
on a ewocunbary basis, UL. 





. New York Life Insurance Gow. ° te 
SL Madison Averme 


e 


+ 


, ene pe a ee was conducted at NYG 
: 


yw 


4 i hte ne 
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RuVs died el 

7 . t ' 


On May 18, ee 
eae! NY Life Insurance Co., hoon ; gon Avemic, 
N t adv 


ised the personnel file fox JOHN PETER GRADY has been 
destroyed. The only information available is as follows: b 


. JOHN PETER GRADY was employed as an Agent from 
.June 16, 1953 to Jamary 15, 1955, Social Security Number 
10918-7270. He worked in the Bronx, NY, and his employment 
was satisfactory, lis date of birth was listed as 
August 15, 1925. The oniy address was the Brom, NY. 


AM,D.G,. Publishing Co. Inc. . 
168 East 93st Streat 





bes NY, HY oie : . aan. 
: ae 
N 
Ss 30 e 


» L971, . 
YC, advise : 
e end her husband have been living at the above address 


for the past two and one half years, The A.M.D.G. Publishing 


| Co. went out of business about five years ago. U 
\ : . 3 


Raymond, Parish and.Pine : ° 
- L1 Holland Avemie 


i 
White Plains, NY. 
| 
} 


+ 


* 








1 Pine, Planning Consultants, 





partner, advised on May 17, 1971, that he had no personal 
recollection of the subj ect ever having been employed by 
4 i sed with an old time regular Loyee, 








A search of the employment reesds of this firm 
reflected no record of the subject. As a last resort, 
ggzested that the subject may have worked for them 
im a temporary office which they had sect up while working 
_ on a consulting and planning project four the City of New 
York. At that time, they had hired mmerous temporary 
employees to conduct a survey. VU ; é 
; 4% 
A search of these records was made through 1960 
to 1964. U » - y ss , 


A15- 


b7c 


no also did not recall the subject. . 
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iL Cornelius J. Drew Foundation, Inc, : by Vy 4 * 
; 2430 7th Avenue Poa. 
SN ge an ea De dhe ae Py \ \ i ; 
‘On May 17, 1971 1s mi 
ine 55 East 44th Street, IY, NY, furnished 


with the following data: U 


tee 
PS 
aN 

He is the broth 


ex of the late CORNELIUS J. DREW; 
who served at St. Charles Roman Catholic Church, 211 West; 
i4ist Street, NY, NY, He did not work or serve on the 
Monsignor (Msgr. ) 


Cornelius J.. Drew Foundation, He does 
not know JOHN PETER GRADY and does not know what 


osition GRADY may have had on the Foundation. He does not 
know the other people who worked on the Foundation, O : 


\ 


\ 


t 


Resistance Book Distributors 
661 East 219th Street 


Bronx, NY : 


4 


“On July 4, 1970,-the subject advised 4] a 
L lena he is employed by.Resis&tance Book Distr Or 
ocated at 661 East 219th Street, Bronx, NY 


ft 
4 
1 
Ss 
| self-described 
| by the subject on this date as an anti-war bookstore), U 

= 


On March 30, 1971, SA Sa obsexved 
‘a Sign in the window of 661 East th Street, Bronx, NY, — 
which read Resistance Book Distributors. O 


f . 
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EMPLOYMENT (cont'd) as ~ : 


-, | American Ralluey Express 
Rew York (NY). i 


A check of subject's military service record 
by Special Agents (SAS) of the Federal Bireau of Invest« 
igation (FBI) on April 22, 1971, at St. Louis, Missouri, 
reflected subject employed at American Railway Express, 
New York City (NYC), as a temporary employee from 
September, 1943 to November, 1943. U 
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to EMPLOYMENT.” (Cont'd) ‘ oo . ae 
; 2 Lafayette Street ‘ 
: New York Gity (NYC) ; b6 
eerste : ; b7C 
be -2 On May 19, -1971, a source who is in a position to 
LZ furnish reliable information advised that JOHN PETER GRADY 
in October, 1963, listed his employment as; © 
Employer 
| 2 Lafayette Street | 
NYC. 

Position Te, ak . ° Analyst (2 years) 

Telephone HO 45656 » X 598 

” , 
ft 
~18" *s 

\ | | 
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ARREST RECORD 


* 


May 11, 1971, 


e records of the Intelligence Division, Security 
‘and Investigative Section, NYCPD, were caused to be checked. 
J. MICEK on May Lis eee and mo record was — 
Located on subject.D ‘ 


by SA AUGUST J 


: The records of the Buresti o£ Criminal Identification. 
(eer), New York Gity Police Department (NYCPD) were cated 

to be reviewed by Special Agent (SA) AUGUST J. MICEK on . 
.and.no criminal records were located -on subject. © 





ha 
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CREDIT. 


The check of the following compantes reflect . 
es eredit card issued to subject as of May L, 1971s 


0 ete ae et) Ate sme Ramen 





a Texaco Houston, Texas 
< > Gulf O11 and Atlanticg | ; 
. Richfield . Abtlentac, Georgia 
_ Phillips Petroleum Bartlesville, é 
‘Oklahoma 
Sun OLL ; Tulsa, Oklahoma 
BoP. Gil Co. « Cleveland, Ohio 
Chevron, 0232 ; ; Perth Amboy, New 
_ Jersey (NJ 
American Express : NY, NY 
Diners Club WY, NY 


On May 13, 1971, a source, who is Jn a position 
to fuxsnish reliable. infomaation, advised a search of the 
records disclosed account number 374-507-788 was opened 
in 1955 Bor JOUN PETER GRADY, 855 East 233rd Street, NYC, 
She stated there hac heen no activity on this account during 
thg past eighteen mon¢hsg and Shell records indicate 
subject no longer has credit caxd. se 
. ; On May 14, 1971, a sarce who is in a position 

to furnish reliable information advised that records 
disclosed Mobil credit card number 831+281-250-8 issued 
to ..JOHN Po GRADY, 4272 Vireo Avemie, NYC, Account has : 
been in bad debts since July, 1963, with balance of $45.69, 
No charges to that account for at Lcast one year or more. VU 


On May 14, 1971, a source who is in a position to 
furnish reliable information advised that JOUN PETER GRADY, 
855 East 233ed Street, Byonx, NY, has an inactive Unicard 
which has not been used in over one year and presently 
“contains a wero balance. U. , 
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ubject possesses BankAmericard Number 


: $ 
> 250630004639 according to sotirce on March 24, 1971, which ~ 


lists his residence as 855 East 233xrd Street, Bronx e 
The record xeflects one $2.00 purchase on October, 1970 
and a $50.00 cash advance on November, 1970. This last 
cash advance indicated GRADY's place of employment as 
Resistance Book Store, This reflects only activity on 
GRADY's accamt from January, 1970 to date. VU 

The -Credit Bureau of Greater New York, as 

n November 2, 1970, by Investigative Clerk (IC) 

reflected that GRADY resides at 855 : 
ast ri reet, Apartment 10B, Bronx, NY. As of 

August 9, 1968, they described. him as married, in his early 
40's and living at this addixess since 1964, Gredit was 
Listed as satisfactory. : 
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NEIGHBORHOOD: 2 0 : 


438 East 159th Street 
i Bronx, New Yoxls (NY) 


On May 14.°1971, th 
was done by Special Agent GA A) 


& 











at above address. "ie advised that he was 
ar with anyone by the name of JOUN PETER GRADY, —— b6 

He further advised that - bTe 

the Busta ine wag eo b 
ew York 


n eee tion, AoE not tecop ize a photog ea h of subject. v 


NY 
‘telephone mmbed  —ss——ss[| advised Coat orn 5a19 : 183 
: ; the and 
oe NYe He a he did not Imorr. Bee name JON 
PETER ‘GRADY nor did he recognize Fis photograph, UO 





|, for past. several youre she d f recog £ uA 
picture o£ GRADY, . . a 


ae is to be noted that the ama of es 
NY, is a predominantly Puerto Rican and Negro 


een for several years. : oe 
On May 19 : i ee ee ; eee 
was conducted by SA | 
C4! hy, from Ju 15, “1960 ehroder amie 


acy 
aoe that peried he had no tenant by eRe name o£ JOHN PETER | 
°” 


- 


Am re ee 
* 





~22= moo 


* oa oh nae ee a ~ 
t OE AYRE NRE CNRS NOt oR UO RD Ont o ¢ ie * Py OR a am ON ORNS te a SMM GG NTI, MER ORE CE EMM I I ta Ma HE RM, = 


We nm Re ee ee 
* % 


Se ta gee 


/ were close to no one in the ne ghborhood, 


NY : a 
7 ine investi ucted by 
‘SAS b 
On May 18, 1971, top floor 
above, advised that he is the above two family 
residence and rented the groun cor fo the JOHN GRADY 


£amily from.the widdle of 1959 to February, 1964. He 
advised subject was married (with 4 children in 1964) and 
considered a fair tenant. He stated subject was an. "aggressive’ 
type of individual in that he kept using gove space in the 

bui she ms allotted and cavsed mental discomfort 


< 











to that he demandéd many extra things for 
his apartmen stated the only derogatory information 


regarding GRADY other than’his secking niexe’than his rights 
as a tenant is that he did not pay his Last three months 


rent without court action. and took over 14 months to_£ 
apfrctment after being asked to vacate the apartment. 


stated GRADY was not a heavy drinker and almost all of the 
tenants in the neighborhood who could possibly have Known 
e moved from the neighborhood since the GRADYs moved. 
stated the only people close tj. the GRADYs were 
people from outside the neighborhood and the GRADYs never 
closely associated with anyone in the nelshboxhood. He 
stated he did not know subject's previousvaddress but believed 
. subject resided somewhere in Chicago, Illinois, VU a 


| . ee as = 
1as Neard the neighborhood has changed great 5 


5-years with much turnover in lat: ier of cen 
bh 4a population, She moved into 
| @ Ven eee ha Sees 1971, and did not know of 


fay 18, 1971, 


advised the G 
for approximatel 













resided in 
y ee 
: @ stat 
arene is the GRADY apartment but none were fae 
Nergnborhood, He stated he knew of no derogatory information 
concerning GRADY or family.p : 


* 


nD 30 


t 


* 
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NY 


gation was conducted by SA be 
NY: Dv i " bc 


On May 17, 1971, 
for the: apartment bu 
was interviewed at his office, 
NY. He aduwsed his file containe 
corer JOHN PETER GRADY, fpartment i0B, B55, East 233rd Street, 
TONE, 3 






He exhibited thés document which was the only 
sen in the file containing peckeeuen qHEOrmaeeoe in any 
egrec. DO 


The affidavit contained the following informations 






Name JOHN PETER GRADY 
Address gs, 855 East 233rd Street 
. Bronx, 
Occupation | : : Executive Directore- bé6 . 
: b7c ” 
Wife 


se 
eee a and 


Address " . Drew Foundation 
. Incorporated (Inc.) 
: 2 3 ace L4ist Stree 


Salary oe S13, 316; 55 
Other Income : Veterans Service 
eee ($227 


Total Income ae $15, 743-55 


a 
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® 


This affidavit was signed JOHN PETER GRADY and was a 
notarized April 24, 1967, UO 


Also in the file was sound a 1963 W2 wage form showing 
an address for GRADY of 4272 Vireo Avenue, Bronx, NY. 
His Social Security Number was given as 109187270, VU 


Two other employments were found in the file 


as follows: b6 





5 bic 
Marymourt College Pa 
221 Rast 7ist Street - 
' New York “City (NYG) 
Le Play Research Inc. 
. aga > peregee rare oy 
‘The £ i by | en 
[ent | 
| ~ se ™ ar known 
y for approximately 7 years as neighbors, Sh 
stated JON GRADY has & brother, She advised ea 2 
in Chicago a few years ago and she believes cae 
of emaining family, if any, are in the Chicago, 


Ilfmois, area. She stated JOHN GRADY's mother moved from 


‘.somewhere in the Bronx, to Queens, possibly Flushing, Queens, 


recently to live with 2 cousin of JOHN GRADY. She stated 
subject is considered a heavy drinker by herself and has 
heard him Laugh Loudly when intoxicated on a number of 
occasions, She stated the GRADY's youngest child is 
appréximately 5 years old, the two youngest are girls, then * 
a boy, and two older girls, with the oldest Reeroe nanan 
5 years old, Be ons 
She stated that the family apnears courteous 
and well behaved. She stated she has ni% seen JOHN GRADY in 





several months and when h HN GRADY keeps irregular 
hours. She advised told her she went to the 
Demonstrations’ in Washington, D. G. the weekend of the Dem= = b¢ 
onstrations and she vacated the a artment for the weekend bic 


by Gal lex, She stated further 
t nm the past few weeks | 
that sie, and that approximately ‘ 









ly with: 








one year’ ALO, ed evening college somewhere in 
Manhattan b school due to family respon« 
tated she knew of no further / 


sibility. 
‘ oD Sam 


G2- 
NY : 
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Son 


iformation concerning the GRADY famtly,V ‘ 


a 


972i [L ; 
dvised the 

family has reside for approximately 

the past 6 years and that he knows of no derogatory 


information conceming the fomily. He stated GRADY is 

rarely secn by him: . «nd he advised that since he does 

mot astociate with the GRADY family, ha: is unable to furnish 
any fugther information regarding.subject or his family. D 


above, advised she has known the “amily as nelghbors 


for approximately 7 years and stated she has only favorable 
comments regarding the GRADYs. She stated JOHN GRADY is 
rarely home and when home keeps odd hours. She stated she 
knew of no derogatory information concerning subject or his 
family -and she does not have a close association with the 
-GRADY family. vy 


| —____ledvisea ‘she has known the 
GRADY family.for approximathiy 6 years gas neighbors and is not 


closely associated with the GRADY family. She’ stated she 
knows of no derogatory information concerning the GRADY 
family. She stated that she rarely sees JOHN GRADY and was 
unable to furnish any further information regarding the 
GRADY family. UD : : ! 


3 


at 





. @pproximately| -—SF»s§$#WUL_ Jat" Es: Imes DO 
x i 
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MISCELLANEOUS. oo an . 


: . On May 13, 1971, Special Agent (SA) 
aaa New York Office (NYO}, who had been acquainted with | 


HN PETER GRADY until approximately 1951 advised that 
SIS was not considered a heavy drinker. He further 
advised that subject during 1956-1958 for approx 

d in Puerta Rico with a 
who has since left the Roman Catholic Church 
8 associated with a social work group in the Mexico 
City, Mexico area, VU . 


SA tated Coucetds prior to going to Fees. 
Rico, subjec d for a. Catholic magazine "Jubilee" and 
ee returning from Puerto ‘Rico subject sold ne 
QOKRS se VY 


SA further advised he bal aaeea subject 
had: attended ondon School for Econemics, London, 
England (dates imimown). 0 : 


Brother of Subject 


Si = oy investigation was conducted by 





at his records indicate 
Ls currently a erbex of t 
Ycated that the record card for|_ T showed 


only that one was married and that his address is 

Tt~‘“‘COOCOCCCCOCN,<NYS:«©6C«CWLS Former address_was 

re Wis card alse showed thatl  _Tf¥eined the . 
making him 


x 
was : file .of ae relative other than 
and a daughter, ne 


‘ ~2/7~ 







stated that there 


ot 
. 
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previous address was listed as 

ap check conducted in_1963 Listed 
rears Of age, making him 

at this time. U 


- On Hay 20, 1971, the Visual Aids Sec 
ity Police Department (NYCPD) advised SA 
that a check of motor vehicle licenses Ferlec we 
the following: U . e oe 
License expires 
- Name A ‘ 
~ Date of Birth : 
Present Address 


, Height ; 
Eyes as 
Automobile - ; No vehicle listed 
Selective Service Record ° 


2 Selective Service System (SSS), : 
Local Board (LB) Number 20, 881 Gerard Avemue, Bronx, NY, 
advised on May 5, 1971, that JOIN PETER GRADY registered. 
under Selective Sexvice Act on September 7, 1948, and was. 

- assigned Selective Service Number 50°20+25~547, At the 
- time of registratiom., he indicated he was a student at 
Monhattan College, wxC, and was residing at 438 East bé 

. 59th Street, Bronx, NY. Further, that he was a member = -' y7c 

3 O£ the United States (US) et under USN 816 2313 from - 

“~ November 11, 1943 to May 29, 1946, U° 


" GRADY furnished name ef his father, JOHN J. 
GRADY, 438 East 159th Street, Bronx, NY,-as being the 
person always knowing his current address. U 


~ -" [______daavised that GRADY was classified SA, 
- overage, that his SSS file has been destroyed, and that 
only his registration card remains. U ‘ ; : 


» 


62— 
NY LOSsE7E5ES ; 
The following background information set out 
below was obtained by SAS of the Federal Bureau of 
Investigation (FBI) on April 22, 1971, at St. Louls, 
MissourL, from a check of the Navy service vecord of ; 


‘JOUN PETER GRADY, Navy Serial Number 8162313, born 


August. 15, 1925, New York, New York: U 


_ Military Service of the Subject 


: The sub ject served on active duty in the -° 
Navy from November 11, 1943 ~ May 29, 1946. The subject 


was honorably discharged as an Aviation Electronics 
Technician's Mate Second Class. No foreign service was 


_shown, Character and efficiency ratings of the subject " 


were good to excellent, 


Health of Subject 


' The above designated Navy records further 
‘reflect that the subject filed a disability claim with 


, the Veterans Administration at Bronx, New York, and 


copies of his medical records were forwarded to that 
agency on July 25, 1946, undex claim number (11419504, 
Ailments were noted as sinus condition, Catarrhal Fever 
and a left shoulder injury. D° - : : 


Parents of Subject . eo 


The above designated Navy: records also reflect 


‘that the subject listed his parents as JOHN JOSEPH 


GRADY and ANNE MARTE GRADY, both born in Galway, Ireland, 
(no dates of birth specified) and that as of 1943 the a 


é 


‘subject's parents resided at 438 East 159th Street, 
. Bronx, New York. wU =, 


Sd 


* 4 
‘ = oe r 


te 


~29— 
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Desexiption 


Name 
Sex 
Race ite, 
Pate of Birth 
Place of Birth‘ 
Height 
Weight 
Hair 
Eyes 
Build 
Social Security 
Numbex 
_ United States 
: Navy Number 
~ Address 


Wife 





JOHN PETER GRADY 
Male 

White 

August 15, 1925 

Bronx, New York 

Five feet eight inches 
185 pounds 

Brown 

Brown 


Hea’ 
109~- §=7270 


"+ 8162313 


855 East 235rd Street, 
Bronx, New York ; 
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GRADY dete 
residences 


ow 
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The following are all residences of JOHN PETER 


Birth 
Approximakely 1931 
7 During 1932 


| Daring 19371938 - 


3 


During 1938-1939 


During 1942-1943 


194351946 
19264 


(Approximately 2 


* 


ears 
’ between 1958-19619 2 


1959—1964 


eee 2 “+ - 
a Fo Prosi. 


" 1964-Present 


t 
és 


am 


= 3] 


438 East 159th St, 


Bronx, NY 
a 855 East 233xd Sto» 


mat to date with approximate dates:of each 


‘498 East: 162nd Street KSt.) 


Bronx, New York (NY) 
585 East 164th St. 
Bronx 5 Ny : 
580 East 164th ‘St. 


Bronx, NY 

500 East 164th St. 
Bronx, NY 

500.East 165th St. 
Bronx, NY . ; 


I 
(probably should be 
164th St.) ° 


438 East 159th St 
Bronx, NY ; 


1128 West Lill, 


Chicago, Illinois 
4272 Vireo’ Avemie, 


Bronx, 
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Date: 6/12/71 
; ; 
Transmit the following in. 





(Type in plaintext or code) 





AIRTEL 
ae (Priority) | 
oe eS re ck eh ah nm et a SL me ao som SS my ee, a Mi oy aed Ue a ey Sem are =< L———~—-— 
i? , 20 DIRECTOR, FBI (62- ) 
iM FROM SAC, NEW YORK (62-14475)(P) . 
ral f suBJECT oun PaTenCenapy a _ 
fa A> MISC INFO CONCE.NING bo 
! >) 5 GieDaoRG SUSPECT) 
OO: NY a 
| se 
R ReNYart to Bureau, 5/27/71, containing applicant "| 


‘ : type investigation re captioned. 


? | encrosurss: 


~ Enclosed for Bureau and Chicago is one copy of 
NYlet to PH, 6/16/71, captioned as above. v 


| Leads are set forth in attached letter. y 


> 


(2) Bureau (RM) (Encl. ‘; 
2-Chicago (RM) (62- 6868) 
2- “Philadelphia (RM) 
l-New York 


RV: dmd 
(7) 








AL nFORAT:™ "{ OF nan 
HES Fey By SASRMMRS: 


mien eyo eee 
wy ; . ar \ 
Menkes ~~ Teh 
M Per’ 3: 











* 
OPTIONAL FORM NO. 10 és > : “, . oo 


é. _stareun (a CFA) 101-1106 : aie Pe Se Cy 
“UNITED STATES FERNMENT : 5 
Memorandum 
TO: SAC, PHILADELPHIA (62~ ) anes 6/16/71 
FROM : SAG, NEW YORK (62-14475)(P) 
SUBJECT: JOHN PETER GRADY 


MISC INFO CONCERNING 
a SUSPECT) 
0O:NY) 


ReNYart to PH, 5/21/71, which contained 
initial results of applicant type investigation re GRADY. 


ADMINISTRATIVE: 
In accordance with PH instructions, this 


letter is in report format and contains further 
results of investigation re captioned. ly 


ALL INFORMATION CONTAINED 


; | DATEL INCL SSHFIED 
2/Philadelphia TEG Pra [Yy 
I-Chicago (62-6868) BY¢ 
2-New York ie 

(1-100-171189) 


or oo 54-ALS2T ISAM 





, EHCLOSUBB 





Buy U.S. Savings Bonds Regularly on the Payroll Savings Plan 





~ 





NY 62514475 
ADMINISTRATIVE: 


A source, who has furnished reliable information 
in the past, 


advésed Nee espe 6/7/71 that Le Play Research 

Associates are presently [ocated at 3 Franklin Street, _ 

Bloomfield, NJ, and that GRADY probably employed by Le Play 

Research Associates while a Graduate Student at Fordham. 

He stated Le Play was founded by a few Sociologists and is ° 

not connected with Fordham University other than some people 

at Fordham University have something to do with it. 

He advised Le Play is some sort of consulting firm. U bé 
b7c 


. .. The source contacted another individual connected - 
with Le Play in order to obtain above information. O° ~ 


: . Postal check by sl ear NYO, on 5 ‘$8 (Ts i 
reflected Le Play Research Intv>— a Avenue, RoC putea oa 
leaving no forwarding address; V ee 

In. view of possibility of jeopardizing "vO source, 


no further ‘investigation re subject's employment with Le Hay 
Research. Associates being conducted at this time, eS) ; 


a 





NY 62-14475 
ADMINISTRATIVE: 


On 6/11/72 
. Office, advised SA 
of IRS investigation, 
referred to peek NY 


t 







New York 

upon completion 
3 5 ne GRADY will be 

State aad Nyc. Income Tax Bureaus. VU 


b6 
bic 
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ADMINISTRATIVE: 


Investigation regarding Cornelius J. Drew 


Foundation: 


Referral/Consult 
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MY 62-14475 ; > 33 o~ ¥ 
ADMINISTRATIVE: 

Investigation regarding Cornelius J. Drew : b6 


Foundation: - : _ bic * 


. ~ On May 28, A 
of anti-poverty programs, ice of the Coritroller of the 


City of New York, Municiple Building, New York - City, furnished 
the following information: VU 


e advised that his’ department is presently 
involved in reqoneiling approxinately $8,000.,000.00 im 
accountabilities owed to ‘the City of New York by numerous 
anti- ~poverty agencies that had received federal and city 
grants under the Economic Opportuntiy Act. exphained 
that the accountabilities - are owed either by Lon of 

: Fund expenditures oy in the alternative by a. peturn of non- 
expended cash. He stated that one such agency, operating under 
the direétion of the Human Resources Administration (HRA) of 
thé City of Néw York, Community Development Agency, 
was the Cornelius J. Drew Foundation (CDF). . CDF was advanced 
$635,000.00 for which $49,820.98 has not beén accounted, and 
advanced $20,873.25 for which, $6,521.32 has not been accounted. 
The current total accountability, composed- entinély of 
federal funds is $56.342.30.U : 

: “stated that in the case of CDF, an Aisha 

i: represents an inataal out lay sof federal funds, from the City : 

of New York, so-that ‘the agency cah begin operations. The be 

decounting for the advance would occur when the agenay ceased °’° 
opepations: Other allocatioris to the agency would be handled 

by the submisssion of expense vouchers +o HRA Fon payment by 

the City of New York which ae control over other 

core unset , 


‘In eens to a abode that he is not 
certain if the account has been settled with HRA and then 
owing to the City of New York by HRA or whether thé account 
is still owed to HRA by CDF. He indicatéd that CDF terminated 
' its operations in September,, 1967, but that roth been 
dorie to date to complete the reconeiliation. ee erates 
that this same situation exists with-nyumerous Other anti- 
poverty agencies, explaining that at the inception of the anti- ~ 
poverty Programs y. the accounting proces of the various 
pecheene were extrémely Roor.Y 


} Rt afi 


em 


DWH: mfe 





25 
NY 62-LUu75 


' Due principally toal sords, as well as 
the number of agencies Uiveteaas[ ft unable to i 
furnish a projected date that th Tliation of the 

CDF aceount would be completed. U 


Leap weinformes that by the terms of the con- we 
tracts to sét up @ agencies, all the records for an  ¥* Be. 
agency could be destvoyed after three years from the date 


of agency termination. He added that, in his opinion, 
equipment purchased under the contract, would, at the 


tenmination of the Petes Become the PROPERLY: of the Office 
of Economic Opportunity. U 


[ boneluded by re that he was. not 
aware of any specific misappropriation. of equipment or 
program funds in connéction with CDF, but was aware that 
‘EDF ‘had been previously investigated by HRA. 


at 
« 





2 we | 
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In regard to this investigation, the New York ~ 
Office will continue efforts to ascertain if a prosecutable 
violation exists. Appropriate officials at HRA, currently 
involved in the aulit of CDF, will be pro“ptlv -interyiewed 
to determine results of their inquires. Efforts will also 
be made to expand information regarding GRADY's alleged mis- 
appropriation of federally owned a 








- organizations, activities,. 


NY 62-14475 


LEADS: 
GHICAGO 


_, AT CHICAGO, ILLINOIS. Continue efforts to 
verify birth oF, Subject’s wite and date oF nee marriage 
to subject, : 





NEW YORK 


“AT NEW YORK NEW YORK. Gontintie to review 
the following ~ ground information regarding 
and associates.U 






b6 


WY 25-127189 v ne 


NY 100=168839 
NY 52-10018 (MEDBURG) 


NY wilt continue ‘to report all pettinent 


information regarding subject . 


< 


- Will continue attempts to obtain handwriting and 
handprinting samples of subject. t : : 
‘Will obtain samples of typewriters if any 
ate discovered to have been used. by and were of are 

available to subject. 


NY 62-14475_ 


“SYNOPSIS: 





‘GRADY's residence at 1128 Lill Avenue, Chicago, 
Illinois, from March, 1961, for a period of three ox four 
months verified. Landlord described GRADY.as a constant 
problem and stated GRADY caused difficulties in paying for 
damage caused to the apartment. GRADY's employment in 
Chicago verified and favorable, Two associates describe 
GRADY as a person of good claratter. Arrest records 
négative and no adverse credit record located; Ghicago, Oak 
Park and Wheeling, Illinois. \ : 





- . Subject received M.A. in Sociology from Fordham 
University, Bronx, NY, and received Fulbright Scholarship. 
Subject's 1952 and 1953 employment verified. Subject's 
drivers license information set forth, Credit and derest 
xecord checks re GRADY's brother negative at NYC. Brother of 
subject advised has. not seen subject in approximately a 
“one and one half years. L 


DETAILS: 





NY 62-14475 





“ The followin was See £ aH Gs : 
‘Division of the FBI Non 5/29/7 7k: zoe ene Chicago. . 
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WHR: jdd 
L 


Residence 


1128 West Lill Street” 
Chicago, [Illinois 
March 8, 1961 - (Unknown) bG 


b7C 

: The followin investigation was conducted by Special 
Agent Ge ee Chicago, ILlinois, on May 19, 
1971:0 


fod cavised she as 
lived at her present address over 20 years, but does not recall 


JOHN PETER GRADY who was EGE one et to live at 1128 West Lill 
in March of 1961.V 


advised he has lived at 
that address for 25 years and knows most of the neighbors, 
but does not recall. JOHN PETER GRADY.U 56 
sg “: bIC 
advised that she has 
Lived at that address for over 15 years, but does not recall 
JOHN PETER GRADY.U 


(whose house is 
situated , advised she 
and her husband have lived at that address for 27 years, but 
they do not recall. JOHN PETER GRADY. U 


: vised he bought the 
residence a in February of 1962 


_and at that time JOHN PETER GRADY was, not renting the upstairs 
apartment. V y : 


apes a8 : es 





3 1 Fs QO z 2 


tthe home at 1128 West Lill in 1961, 
*a JOHN PETER GRADY in March of 1961 


space GRADY had rented from fie a ee advised that 





N 





. 
. 
* u Le : 


FEDERAL BUREAU OF INVESTIGATION 
ae "Date oy. 26 OWL sycees: 


advised he owned 
and rented the upstairs to 


) ; [_Jadvised that 4 
te nant and was a corstant problem. . 
difficulty with GRADY ying for damages done to ti. 


bic 


was not a good 
adyised he had 


GRADY was employed as a marriage counselor at some church in 

Chicago while he rented from him. He also d GRADY had 

a brother who was reported to be a priest. advised GRADY 
rented for about three_or four months before moving to an 

unrecalled address. ould not furnish any further informationU 


* ts - . 
ae PSR Pr pT eS pt Sn Pay enh Se 


Pile # CG 62-6868 ; 4, , 


recente cirementen in meena AV 





This Sennen contains neither recommendations nor conclusions of the PBL. 
Your avency: if and its contents are not to be distributed outside your ugency. 


~— Date dictated 500 200A as aa 


Wi is the property of the PBI and is loaned lo 


* 
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Employment 
t 
Montessori School 


* 1010 West Chicago Avenue 
Chicago, Illinois 


on May 19, is7|__ ss ncvised 
that a search of her records failed to reveal that a JOHN BIC 
PETER GRADY was ever employed by or associated with this 
school. She stated she has been whith this school for five 
years and she has never heard of GRADY: U 


She stated she is familiar with other Montessori 


schools in the Chicago area and she never knew of anyone by the 
name o£ GRADY being associated with these schools.V 


14 


he could think of no man he would prefer over GRADY.O b6 





"CG 62-6868 Saat 


LS: jdd 
do OR 
Employment 

The Cana Conference 1 ° : 

Of The Archdiocese Of Chicago ; 6 


720 North Rush : oe ee b7Cc 
Chicago, Jllinois - 


se 


e £Lollowing investigation was conducted by sl | 
» at Chicago, Illinois: © + 4 


fay 19, 1971, 
advised a search of his records revealed that 


JOHN PETER GRADY was employed by the Cana Conference of Chicago 
from October 1, 1960, through June 13, 1961. He stated his 
title was Executive Assistant.O 


He stated that prior to his employment with the 


Cana Conference, GRADY was associated with a Catholic magazine, 
Jubilee, which is published SOnCH nee in the East. 


eeetea that GRADY was an excellen 
organizer and was very successful in handling large eee 


and conventions, He stated that as adept as GRADY was in this 


capacity, he was deficient in detailed work and everyday paper ~ 
cube. (=  eeeted cree ie hie budece was ec ee 


enough to maintain a public relations man for the. handling of 


such conferences with no requirements as to detailed work, then 
b7C 


He stated that inasmuch as he needed someone who was 


more well-rounded in his abilities in this line of work, he 

was forced to terminate GRADY. He stated that the termination was 
‘amicable as GRADY realized his weakness in detail-type work and 
was aware that this part of his job was equally as important 

as the organizational aspect of the job. BL % 


advised that he considered GRADY 


to be a very intelligent individual and GRADY in no way ever 
conducted himsel£ in any manner which would cast aspersions on 


his loyalty or trustworthiness. He stated his personal opinion 
of GRADY was that he was extremely Loyal and his character and 


morals are above reproach. U 


13 
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He stated he can think of no one at the Conference who 
would have known GRADY. He stated that GRADY was very active 
in meeting with many different types of imdividuals while 
with the Conference and as a result of his dedication, he had 
little time for private social activities. He_stated that 
the only friends GRADY had which are known to 


would be[ ——“‘s™SCSCSCSCdS OO «Oak Park, Illinois. 


He advised that GRADY was associated with thd Jas 
both did work with a Montessori School located somewhere in 
the western suburbs of Chicago. He stated he thinks that b6 
this school is now known as the Alcuin School. U DIC 


stated that he does not think 
GRADY was involved to a large extent with Montessori schools 
in Chicago although he did become quite active in working with 
these schools after he left Chicago. He stated that after 
GRADY left Chicago he attended a conference in an unknown city 
and he happened to meet GRADY. He said that GRADY was attending 
some type of Montessori School conference in this same city.U 


He advised that he heard that when GRADY Left Chicago 
he returned to the East and went into politics. 4 


Aa 








* CG 62-6868 O 
MVK : jdd 
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Employment 


The Alcuin Montessori'School “ 


301 South Ridgeland 


Oak Park, TlLinois : 


T following investigation was conducted-by SA 
n May 25, 1971: O 


Board of Trustees, Residence 
address Ellinois, advised that 
JOHN GR was listed in school records as one of the founders 
of the Alcuin Montessori School. She stated that prior to 
founding this school, GRADY took part in establishing the 
Chicago Montessori Society (an organization which is no longer 


in existence). Subsequent to this, GRADY and -two doctors 
named organized the Alcuin School. The organization 


and incorporation of the school took place in late 1960 and early 
1961. The school opened for classes.in September, 1961.V 









bic 





[advised she did not personally know GRADY 
as she became involved with the school in 1965. Other than 
Doctors feces ee knew of no one who personally knew 
GRADY. UO ; 


. 
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"CG 62-6868 ee. 
MRF: dd oO 
1 


Acquaintance ‘ 


Oak Park, Illinois 


Pe ees investigation was conducted by SA 
On May 20, i97i| = laavesea he first met 


JOHN PETER GRADY in 1960 at Notre Dame during a Christian i 
Family Movement Meeting where GRADY was selling subscriptions BIC 


to the Jubilee" magazine. Some weeks later, GRADY came to 


met with plans to form a- Montessori school. . GRADY led 
the formation of the school known as the Alcuin School in 
Oak Park, Illinois.) 





He said that while in Chicago, GRADY worked at Cana 


Conference i Tllinois, where he met and became acquainted 
wi ch] | 


[__ continued that GRADY had received an MA in 
Sociology from Fordham University and had sorbed in. the 
social field of Puerto Rico. 


He stated that he knéw very Little about GRADY's 
wife oe - Bene 


further advised that GRADY was not a embee of bé 
any radical or subversive organization that he knew of and ee 
inasmuch as GRADY was in Chicago for only about two years, 
he eonsdered GRADY a Fane person. and of good character .U 


Re. concluded that he had not seen nor been in 
contact with GRADY for about ten years since GRADY left 
Chicago for New York. He said -that GRADY went to New York 
and formed Montessori schools. there. : 


Boye 
Pee: 





CG 62-6868 
MRF : jdd 
1 i 


Acquaintance / 


Oak Park, Illinois 





The following investigation was conducted by SA 
io 1) ; 


- 


b6 
On May 24, 1o71,[__eavised that he knew = 7° 
JOHN PETER GRADY in 1960 when they were involved with other 
couples in forming a Montessori school in Oak Park, the 
Alcuin School. He stated that. he also knew GRADY's wite| | 
He advised that he would not consider GRADY or his-wife to be 
security risks in that they were in his opinion very fine people .Y 


[_shavisea that the only people whom he thought 
would know of GRADY would be someone at the Cana Organization 
in Chicago, but he could not remember any specific names.V 


He concluded that he had not seen nor heard from 
GRADY or his wife since they left Chicago in 1961. 


: ag wns 





CG 62-6868 
MVK: jad 
L a 


— 
‘ 


Credit Records 
$ 


: The following investigation was conducted by Special 
Clerk (cL 


The records of the Chicago Credit Bureau, Incorporated, 


aa 


The Credit Bureau records did, however, contain the 
following references to JOHN P. GRADY:., : 


JOHN PP, GRADY bé6 
: | bIC 
esidaence x 


Previous Residence . ,438 Bast 159th Street 
New York, New York 
Occupation Assistant Director 9 


Cana Conference of Chicago 
720 North Rush Avenue 


The credit records contained no derogatory 
information regarding JOHN GRADY. © 


20 1) 





Law Enforcement Records 


CG 62-6868 , “ 
MVK: jdd 
1 


— 





j On May 20, 1971, Special Clerk 
reviewed the available arrest records maintained by the 
Bureau of Records and Communications, Chicago Police | 
Department and thereafter advised he could locate no 


‘record identifiable with V a‘ . 2 


JOHN PETER GRADY ; re 


: 
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’ On May: 25, | Records Section, 
Illinois, Police ‘Department, advise sald 
re eee eke could locate arre ecord identifiable 
with JOHN PETER GRADY ox hep SD 
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CG 62-6868 


MVK: jad 
1 
Credit Records ’ : 

; On May 25, Oe | Western 
Cook County Credit Bureau, Oak Park, ino1ls, advised SA 
Ee er ee she could locate no credit record b6 


identifable with JOHN-PETER GRADY or his[ dQ) b7C 











rae ma = eect mm ars 
we. ” * ‘ J : 
. » . * a 
é = ne a ee . bi Sak wy 
.  . c¢ 62-6868 os Oa FF x 
JUS /me g : . 
L : : . 


" On May 21, inl sts—s~d Identification 
Ras tae 


Secti “W rtment, Wheeling, Illinois, »« 
and Palatine, Illinois, Credit »b7¢ 
Bureau Which covers Wheeling, Lllinois, advised that their 
» files failed to reflect any records identifiable with JOHN 
. PETER GRADY. VY) ‘ 








NY 62214475 


_ Lile. V 





" EDUCATION: 04, 


“On / 7f 71 Regbstrar's 
Fordham Universify, Bronx, NY, advised SA 
that » OHN PETERAGRADY, bor 8/15/25, at 
residence-4272° o “Avenue.. Bronx, NY, attended Foxdhiani . 
University during Spring, 1949; Summer, (1950; Fall, 1950; . “te 
Séptember, 1£960=June; 1961: September, 1962- - June, £963; : 
Summer 1963; September 1963- sJune,, 1964; Fall 1964 and Fall 


 .1968.. GRADY received M.A, in Sociology on, 2/3/64 in -. ; es 


good. standing. No further information: was i cated in’ the 





NY 62-14475 





EMPLOYMENT: 


Gommunity Service 
Washington, .D. G. 


~ b6 


ie icacieietineen dale 
6f*the National Catholic tontere Muarters , 


Washington, D. G., advise d no record for JOHN PETER 
GRADY as a past employee. ; dvised subject must ~ 
have been hired through the local office at New York due 
to the fact that he has no record. He stated the local 


office would hive and pay employee locally. 


ae 








NY 62-14475 


National Catholic Community Service 
‘New York City ae 


Se Margaret's — >¢ 
eel e Avenue, Bronx , advised Te 
L 


SA on 6/15/71 that he em loyed JOHN PETER 
GR and 1953 when he vag onal! the Cardinal: 
Spellman USO Center in NYC. He advised Ehat this center ’ 

came under the direction of the National Catholic Community - 
Service of the Archdiocese of NY which was affiliated with 


the Natignal Catholic Gommunity Service in Washington, D. ¢. .b). 


He -advised that he hired JOHN PETER GRADY just 
after he came out of college, and GRADY was the Center's 
' program director under his supervision. He stated that in 
1953, GRADY worked for the National Service in Washington, 
D. Ca $o that he could become eligible for benefits, etc. 
as retirement pay. 


' He stated & that time; GRADY was hard working and 
did a good job.. He further stated that he has not ‘seen 
GRADY since 1953. He related that he knew of tio personnel 
records available at the time. L. 


% 
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NY 62+14475 : 
Marymount College 
221 East 71st Street re 
New York City, WY : : — 






ount College, 221 







E. 7lst Street, NYC, advised SA 
6/15/71 that she was unable to L a record of 
employment for JOHN PETER GRADY. UV 
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NY 62-14475 


MISCELLANEOUS: 


On 6/14/71, a check of the records of the 
Visual Aids Department, NYCPD, reflected the following:, 


NY State License 
Issued JOHN P.. GRADY 


Expires = - 11/30/73 
Address . 855 East 233rd Street 
- Bronx, NY 
License -Chauffeur-urclassified 
Number ; G 180 373. 444 075 
5354 - 25 
20 
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NY 62-14475 8 


CREDIT AND ARREST ~ 
CHECK KE SUBJECT!S BROTHER: 


On 5/25/71, reords of the Credit Bureau of 
Greater New York were checked by SCL ——“~;~;~;~C~C and 
reflected the followi . 





Occupation 


s & 


; Previous Occupation 


No. derogatory information. 


o% On 5/26/71,.a. review of the files of ‘the. 


bers 


BureatioS£ Criminal Identification, NYCPD, were caused 


to be made by SA AUGUST Js MICEK.° No. ‘record idenbieteble 
veh SE fae tocated. GO : 










[do not agree -. 
rom, nor. heard. . 


years. 
deceased. oa JOHN PETER ‘CRADY married 
in ae city ‘Of E ehicage, Illinois; 3. APpro 


» hw ° 


¢ s He fiirther. stated, JOHN* GRADY peeeaved a Oe 
faible htt Scholarship from. Fordham puniversity, Bronx, 
tant spent .one year. studying ‘in “gland | at Oxford. Or 
ee sone ‘other University approximately. 1951 or 1952.0. 


of both GRADY 


a 









He. stated Mrs ‘CLOONA\ 
‘brothers 1 ) 


eart condition. He stated JOHN ~ 


‘NY, and ° ad. ’ = St MELN 
Qibrishis—C . 


; ‘ He advised] has a brother whois a. ia 

_ priest}. whose name and locativithe did not khow.. He, ee 
advised all of ee Aare in the Chicago, | Illinois,, 

area, He statéd has sister living 


sdmewhere in is.. He~ Stated was born 
approximate! ina faym ‘towiy Near. Tllinois. UO 
‘He. Stated Sometime, prior ‘to: 1960, - JOHN GRADY, 3 


“along with his family, wert to Puerto Rico for approximately 
one year to both ae and attend school, VU 






* 








{ 
Uy a 12. 2. He sta : : 2 
- Ch ad This. {youmges in 
ob: May, 1 1. He further ad Léyes : 


s brother yy 
onmi.t ‘an act of — 


s s 


* would” ae violate Federal lav no 
. violence, U: 





‘This documenk contains neither recommendations nor conclustons, of jhe FOL ‘Iris the property of the FBI ond.1s loaned to your agency; 
jt and its'contents are not to be distributed outside your agency, : 
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NY 6214475 
b6 
b7c 
NY; veral unsuccessful atte 
to contact, advised SA on 6/14/71 t& 
does not wish to talk to any representative of the FB 
and does not wish to be bothered by the FBI. 18} 
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NRGB8 NK CODE 
4:45PM URGENT 6-21+71 EPS 








TO DIRECTOR 


t f ”~Ant ry 
PHILADELPHIA (160=52132) (3P) ans ATE: : SAD. 


mere wh ts bee Waal A Miss Holmes. 


FR 3 
BROM NEWARK #(52-6817) DATEGhARY LY Sesee Miss. Gandy 





Pee cere MISCELLANEOUS INFORMATION 
CONCERNING ( MEDBURG SUSPECT) 


Ate» AILS, AIGY 

RE NEWARK TEL JUNE FIFTEEN LAST. 

ON THIS DATE, a WEST WINDSOR PD 
ADVISED HE RECALLED STOPPING A NINETEEN SIXTY FIVE RED a 
CHEVROLET STATIONWAGON, TRAVELING SOUTH. ON US ROUTE ONE, 
ON. MARCH ELEVEN, LAST. THERE sun PEOPLE IN THE,— 

TE ype, N 
STATIONWAGON, JOHN P< GRADY, KATHLEEN-RIDOLFI AND .A WHITE 
FEMALE, WHOSE NAME HE ‘CANNOT RECALL. HE DESCRIBED THE WHITE 

FEMALE AS ABOUT TWENTY TO TWENTY ONE YEARS .OF AGE, LONG 

1 
| 
| 


BROWN HAIR AND FAIRLY ATTRACTIVE. ibe area SHE, SHOWE 






HIM A. STUDENT ID CARD FOR IDENTIFICATION AND ‘IT WAS FRO 


“A SMALL COLLEGE IN THE. PHILADELPHILA AREA. HE Avice ee GBS ABA Hee 


sq ef og 
END OF PAGE ONE a 


ofeh 








PAGE TWO 





BELIEVES HER HOME ADDRESS WHICH WAS ALSO CONTAINED ON THE 
ID CARD, WAS FROM THE PHILADELPHIA ‘REA. HE COULD ‘NOT 
RECALL THE NAME OF THE COLLEGE. HE ADVISED SHE STATED SHE 
DID NOT HAVE A DRIVER LICENSE.U | 

[ _anvsep HE ISSUED THREE SUMMONSES TO GRADY, AND 


ONE TO RIDOLFI. PHILADELPHIA IS IN ‘RECEIPT ‘OF INFORMATION. 


b6é 
CONCERNING SUMMONSES. U we 


|__| apvise THE. BACK OF ‘THE STATIONWAGON CONTAINED 
SEVERAL CARDBOARD BOXES. WHICH WERE FILLED. WITH LOOSE PAPERS.. 


HE. ‘ADVISED ‘HE WAS ABLE TO SEE THE LOOSE PAPERS BECAUSE. THERE WERE 
NO: TOPS ON THE BOXES. HE ADVISED: THE BACK OF THE: -STATION- 
WAGON. ALSO CONTAINED. SEVERAL ‘PIECES OF LOOSE CLOTHING. 
HE OBSERVED NO MACHINES’. V 
[ __]apviseD THaT THEY STATED THEY WERE. COMING FROM 
PRINCETON,. NJ AND WERE GOING: BACK. 10 PHILADELPHIA, PA. 
-HOWEVER,, THEY DID NOT STATE WHAT THEY WERE DOING IW THE 
PRINCETON AREA. U ; 
END OF PAGE TWO 7 | 
i 








" NK52-6817 
PAGE THREE | 
[ __]apvisep HE COULD DEFINITELY RECOGNIZE GRADY 
AGAIN,-BECAUSE GRADY GAVE HIM A. HARD TIME.. HOWEVER, HE was 
NOT SURE HE COULD RECOGNIZE THE GIRLS..U ae 
PHILADELPHIA ADVISE :OF ANY ASSOCIATE OF RIDOLFI AND 


«9 ; A 
GRADY. FITTING. DESCRIPTION OF UNIDENTIFED PASSENGER. AND FORWERD 


PHOTOGRAPH: TO BE EXHIBITED TO a u 


END iw 
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at ed } a i — 
tee , JUL12 1971 vt r, Sullivan, 


Mr. Mohr. ; 
q Mr. Bishop mom 
Mr.BrennanCD. 


T ELETYP sn 2 pins i 
NROSi AL PLAIN : 


“ 7342/PM NITEL 7-12-71. MJC 





DIRECTOR 

BUFFALO Mr. el 
Tele. Room... 

DALLAS Miss Holmes. 
Miss Gandy. 

NEWARK aaa 

NEW HAVEN ‘ 

NEW YORK 

Q 
PHILADELPHIA (52-7165) 
FROM ALBANY (52-2827) 3P a aera ype 
j 


gee 


7 | ALLY 
Com Heke wolide ivoire 


CRE PHILADELPHIA TEL BUREAU JUNE EIGHTEEN LAST AND ALBANY 
TEL BUREAU JUNE 







TOLL CALLS | 
ie bG6 
bi7c 
b7D 
FOLLOW. U 
END PAGE ONE 
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PAGE Two 
bé 
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b7D 
9 
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ae 
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PAGE THREE 
wn 








T ALREADY DONE IDENTIFY SUB- 
SCRIBERS AND FURNISH BACKGROUND. U 


ra 

q 

KPT FBI WASH 
CLR 












Mr. Totson 
Wy. Sullivan. 

























+. a Ie aks rat} Mr. Mohr. 
= J KY Mr. Bishop 
: sadgshts Mr. Brennan 
aye z Mr. Callahan.“ 


NROO7 PH CODE 
3:5G=-PM Ce 6-28-71 BMF 
CTOR (199-460495) 

LTIMORE (100-27708)° oR ie nant A\ 
yor NEWARK C1g9-se6as) ALLINE 


Mr. Casper. 
Mr. Conrad... 
Mr, Dalbey. 
Mr. Felt mmonee NO 
Mr. Gale 
. Mx. Rosen_. 
Mr. Tavel 
Mr. Malte O 
Ne. Soyars. 
Me. Beaver. 
Tele, Room 
Migs Holmes... 


oP Gandy. 
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REM Weert 


MINNEAPOLIS (190~ >DATE 


CALL VIA WASHINGTON) peered 


FROM PHILADELPHIA (1060-51198) 





s 


Co : 
EASTCON (DIV - FIVE) \MEDBURG XDIV - SIX) 


ON JUNE TWENTYSIX LAST A CONFIDENTIAL SOURCE ADVISED THAT 


¥ ae 
Sy 

& | : 
pin “O9- Yb on VRS--7 


SS as 
+ oe nee Sa, 


ON FRIDAY JUNE TWENTYFIVE LAST HE DROVE TO 





b6 
ARRIVING; BETWEEN | BTC 
b7D 
~- FIVE AND FIVE FIFTEEN PoM. SHORTLY AFTER ARRIVA = 
| S 
ao 
‘9 





SUBSEQUENTLY DESCRIBED AS’ A YOUNG ACTIVIST IN THE BERRIGAN 








MOVEMENT IN THE 





END PAGE ONE L4- CLIC, Yee 
. TEL END Th sod foe ter 
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PAGE TWO 
~ PH (1986-51198) 





ACTIVITIES IN BERRIGAN MOVEMENT AND CURRENTLY 
b6 


b7c 
b7D 


| | 
purine] dr nap em rsteD 
a 


0 — THEY ALSO SAID THAT “A PAIR OF AGENTS” HAD BEEN 


HE LAST TIME 
APPARENTLY WEDNESDAY OR THURSDAY.» SAID THAT HE xapl_ | 


THEM. HE WAS NO LONGER ACTIVE’ iN THE PEACE MOVEMENT, AND EVEN 
END PAGE TWO 











Ameer Q is a Q . ; 
PAGE THREE | 


PH (190-51196) 
IF HE WERE ACTIVE AND KNEW SOMETHING HE WOULDN'T TELL THEM. HE 


THE SOURCE SAID HE BROUGHT UP 


b6 ' 
b7c 
b7D 





(THE BUREAU’S ATTENTION IS CALLED TO PHILADELPHIA AIRTEL 
DATED JUNE SIXTEEN SEVENTYONE TO THE BUREAU IN TH 





IN WHICH REFERENCE IS MADE TO THE FACT THAT DURING; THE 
FIFTH STOCKHOLM CONFERENCE HELD IN SWEDEN MARCH TWENTY EIGHT 
DASH THIRTY, SEVENTY 





rng, 
i 
i 

F 

i 

i 
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PAGE FOUR 
PH (109-51199) 


| sxen[ in erapy HAD BEEN IN TOUCH WITH es 


AND WHEN TOLD NO, MENTIONED THAT HE HAD BEEN IN TOUCH «= ~.° 


b7D 
yo THAT IT vas His,[__ | 






| _hsken IF HE KNEW THAT AN ATTEMPT HAD RECENTLY 
BEEN. MADE TO BREAK INTO AN FBI OFFICE IN TRENTON, NeJe [| 


‘REPLIED THAT HE HAD HEARD ABOUT IT WITHIN THE LAST “WEEK. AND 


WANTED TO KNOW FRO F GRADY HAD ANYTHING TO DO RREERMM 
_— witH rT.U RAATRRSSH OR! 


EDLD HIM HE WAS NOT. AWARE OF IT ALTHOUGH HE HAD 
READ WHERE THERE WAS:.A DRAFT BOARD BREAKIN. ON MAY TWENTYONE 


IN TRENTON, Neds AND GRADY HAD BRAGGED TO HIM THAT HE HAD 
SET IT uP. U 








(THE NEWARK. OFFICE HAS, ADVISED THAT. A PHYSICAL EXAMINATION 





OF THE TRENTON FBI RESIDENT AGENCY FAILED TO DISCLOSE ANY " 
END PAGE FOUR oe ~ & ot 
i e 2 
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PAGE FIVE | ) t 

(189-51199) | ; 
ATTEMPT TO BREAKIN OF THAT OFFICE. NEWARK FEELS THAT IT 18 
QUITE POSSIBLE THAT EITHER DURING THE PREPARATION OR THE ACTUAL 
BREAKIN OF THE DRAFT BOARD IN TRENTON ON MAY TWENTYONE SEVENTYONE 
THE PARTICIPANTS OBSERVED THE BURGLAR ALARM SYSTEM IN OPERATION 
AT THE RA AND GAVE UP ON ANY IDEA THEY MIGHT HAVE HAD OF 

_ ATTEMPTING TO BURGLARIZE IT ALSO.) U 


Fee te en rete erin 





bhel 
CONGRESSMAN ANDERSON WAS PLANNING TO “THROW HIS HAT 
IN THE PRESIDENTIAL rine."[ | anpeRSon WAS “IN NEW 
HAMPSHIRE THIS PAST WEEK SOUNDING OUT THE SITUATION UP THERE.? 


[dap Been sounpine out THE PEACE MOVEMENT To SEE 


WHAT KING OF SUPPORT ANDERSON COULD GET IF HE DID DECIDE To RUN 
FOR THE PRESIDENcY, U 


cnet 





a IN CONNECTION WITH THE DISC 


PREPARED FOR DAN AND PHIL BERRIGAN. 


END PAGE FIVE Ses 
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PAGE SIX 
PH ‘(199-51199) | 
. IN BALTIMORE WHO HAS GIVEN THE BERRIGAN MOVEMENT A GREAT DEAL 
OF MONEY FROM TIME TO TIME. HE SAID SHE HAD GIVEN 
“SEVERAL THOUSAND DOLLARS NOT Too LONG ago." U 
HIS PLANS WERE AND | 
PLANS TO MOVE TO[__—=—=s|WHERE HE WOULD BE NEAR WASHINGTON, 
PHILADELPHIA AND NEW YORK,| —isi‘CSC*‘*d 


- THAT HE WANTED TO GET TOGETHER wim®{ 


oF THE IMPORTANT PEOPLE IN THE MOVEMENT. HE ALSO SUGGESTED 


THAT AS SOON _———— 
[eer toceruer ror a meetine. [ _|asxen wuy 






b6 
b7c 
b7D 





HAVE NATIONWIDE PUBLICITY.. 





AROUND FOUR A.M. SATURDAY MORNING AFTER| 


IF GRADY HAD 
COULD 






EVER SAID ANYTHING TO 
END PAGE SIX 





PAGE SEVEN 
PH (1986-51196) 





a, Phe Jel. 
CBP 2G f 7] 


| ay 
Pa rr are rmnnzave. aN saz, 


Pp ore pecans trust] CS 


END PAGE SEVEN 
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—~—PAGE EIGHT re e. 4 
PHC196*51199) 





IN HIS DISCUSSION LEFT THE DEFINITE IMPRESSION 
THAT HE HAD PHYSICALLY SEEN ‘tHE DOCUMENTS WHILE IN 
[ __]statED THAT .muCH OF THE FOLLOWING MORNING; DEALT 


werwL However, 
TUS ENS 


b6 
bic 
b7D 





EVERYTIME GRADY 
- HAS CALLED BALTIMORE HE HAS BEEN 


_t 
SAID "@ KNOW THAT YOU'VE BEEN ————~—~—siSCGOD “DAMN IT 


END PAGE EIGHT / 





, ‘PAGE NINE 
PH (1906-51196) © 


me serricaus -[ 


[mar HE DIDN'T KNOW THE DETAILS af 
PO Row win tHe 


STORY IS. J THINK THAT WHAT WE OUGHT TO DO IS MEET AND FIND 


wry 


OUT WHERE GRADY 


b6 
b7¢c 
ID 





[Jaereen to THINK rT ovER - TOLD[__—=s«THAT HE 


WOULD BE SEEING TH AND WOULD 
CONTACT BEFORE THE END OF THE WEEK. HE TOLD 


[_] tat as soon as HE was set uP inf SSSs—™—S 
COULD SET UP THE meeTINes | | waNTED To HOLD AND SIT DOWN, 
AND DISCUSS THE PROBLEMS. PRIOR TO| _|LEAVING AROUND 


TWELVE THIRTY Pete] Ss AS: HE HAS IN THE PAST,. 
TWAT ME wnt. go awvuneRe| 


END PAGE NINE 
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PAGE TEN 
PH (1060-51190) 
[ _|starep tat FROM INFORMATION HE LEARNED FROW GRADY 


ano[______|purine vistts wite tHEm[ sd. 
[we rests tHat[ Ss WS INVOLVED IN ae 


b7 
| AT LEAST THE HANDLING OF THE STOLEN MEDIA DOCUMENTS. U : 
ALSO SAID THAT WHILE HE CANNOT BE CERTAIN, HE 





BELIEVES 
AT THE TIME, WERE TRUTHFUL WHEN THEY 





ADMINISTRATIVEs | 
RE PHILADELPHIA TEL JUNE TWENTYFOUR LAST TO BUREAU, ALBANY 


AND BALTIMORE. OD 
b7D 
ALL FIELD OFFICES ALERTED TO FACT THIS IS FIRST INDICATION 
WHERE MEDBURG RECORDS MAY BE LOCATED AND ANY *OPEN’ INQUIRY AT THIS 


END 
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To: SAC, Philadelphia 


From: Director, rar SY - MSL I- KD, / 1a-2-4/ 
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. ADMINISTRATIVE: 


This report is being classified confidential inasmuch 
as unauthorized disclosure might reveal the identity of infor- 
mants of continuing valine and thus be prejudicial to the defense 
interests of the U. S. 


t is the subject of . 
(es his subject of 





No recommendation is_bei made by the Kansas City : 
Office as to the inclusion off es the Security Index  _ 06 
as it is presumed that the Denver ice willverify his resi- b7C 


dence at that division in the near future and this case will 
be transferred to the Denver Division where recommendations 
ween =" as to Security Index can. be made. UO 


By letter dated 12/17/6a[__ 
Lt. Colonel, WAC, Chief, Legal Division, Maryland State 


Headquarters ,’ Select] » Baltimore, Maryland, 
‘ directed a letter to U. S. Attorney, Baltimore, 


Maryland, enc 16/69, 10/4/69 and 11/19/69 

received from the last letter having ericlosed | 
it B i : % 
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caperiemelt wh 


a burnt portion of his Selective Service System Form 110 and 


ment of the Boston 8,which statement reflects °° 


be & member er dated 


vis as 
dvised ue 


follows: bIC 


"On October 15, I burned the new classification 
ecard you sent me, Enclosed are the remains of that card. U 


"Also enclosed you will find a copy of the statement 
of the Boston Eight. Please read this statement thoroughly.Uv 


. This letter i complimentary 
closing and was signed 


Copies of subject's LTetters of 9/16/69, 10/4/69 and 
the statement of "the Boston Eight" are set out as follows: U 
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you I "intofesd yea that I was beconing 
a nemscoporater and I shalt remain sa,’ 
Quslar Lotion Group, in Yalliadolphia, 
I havo been acts: wy giving ry Life for - . 7 
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ms On Astober is 1969 the Philadelphia Draft Resistance will hold a 


"draft card ty rastne Duertng that afternoon l shall turn: my card over 
to déstataneo, to do with as? they see fit: I don't want tha dann thihg. 





Ve At iris tina fwill sake verbal confirmation of ‘my Resistance and 
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“We, the Boston Eight, claim responsibility for the destruction of draft 
files at Jamaica Plain, Dudley, Uphams Corner and Copley Square in Bos ton on 
November 7, Through this offence: “to good taste and to law and order we wake 
ourselves res ponietbie for our lives and for the Lives of our brothers, 


: " We destroy some of these files today in Washington because. we belfeve that 

- the ‘Peace Movement must seriously congider its responsibility to MOVE. We, as 
— you, have marched, written letters, conferred with officialdom, spoken against | 
» the war, capitalist materialism, .and military control, My, Nixon responded to - 
_ our and youx pleas in his November 3 speech, and ye responded to these same 
pleas in Boston on November 7, If you feel as we do that marching and 
demonstrating are unproductive, we encourage you to take responsible action 
to Secure peace and to end injustice, 

‘We have fashioned hope with our bodies, as free people must do. We oppose 
with our Lives genocide in Viet Nem and the arms race, exploitative investment 
abroad, rape of foreign manpowex and resources, domestic racism, envixonmental 
vuin, and militarism in any form--Selective Service, lottery, or volunteer army. 


We attack Selective Service because it illustrates the powerlessness of 
all /mericens, as well as the arrogance of power. Tt is to réturn contiol to 
the one, and to check the other, -that we have acted, We believe that it will 
_* be impossible to reconstruct the draft records in Boston, All 1+A and 1-¥ ; 
.” files were destroyed, as were files for resisters, delinquents, non-registrants, 
Chronological ledgers, alphabetical cross refayence systems and minutes of draft 
‘board meetings were also destroyed. 
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Our action demonstrates that non-violent civil disobedience can effectively 
‘halt injustice, To us, such action is a profound moxal and political duty, 
necessary to exalt life and secure peace. To thesé* ends we.deplore ternoristic - 
i> attacks which endenger life and engendex ‘fear, 
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Pretext phone calls on 11/16/70 











are on ST of Kansas City 





Office, also mentioned in report, is an, SI 
subject o ée Denver Office, UD 
. ” ' 
g at 
& 1 
\ : é x 
"t “Ka 2 ¢ ‘ ‘ 
? 
’ < 
ca ; ohare’ *~ ¢ 
1 x 
é a 
tear sem ae 2 . a : G% 
(COVER; PAGE) we ve 


Meo thee Pay a 
z a rr ee 


FD-204 (Hev. 33659) * 


tate yaa —s er j a eee ened 
‘ : * 
Foe 
_* ae ge ae ° on . ios 2 
: és 
re ° . « é . ” . 
. * A . are 
‘ » pa 












sig etd 
eg et ae - UNITED STATES DEPARTMENT OF JUSTICE 
ac Merge te Sane | + * FEDERAL BUREAU OF INVESTIGATION 
oe  Rapy ter Pe? ak ara, 
a1 Report oft . SA . Offices, Kansas City ae 
é Date: 6/ : 
ae ee _ Pleld Office File x XC 100714022 2 ot Bureau File # 100-459063 
os me : a A - ee cea ti oie 
¥ f ee z 7 - * . 
ft) Rharacters , |SECURITY MATTER - MISCELLANEOUS © : : : 7 
eS 2, : wae i ; a i rae ei, 
oe pee ennnan oy 4 ee. 
won Synopslis rm TC 
Sw identified , 
oe Se as a member of which 
Aa were connected with destruction of Selective 
ee ee 7 Service records at local draft boards in hd 
sree ce tie| Indianapolis, Indiana, and Boston, Massachusetts, ° 
; | Jarrested January 1370 in Upper Darby, Pennsylvania, 
4 with six indivi for blocking entrance to draft board nead= | . 
’ *quarters, stated he would be in St. Louis, Missouri, 
.. Gn March 1970 to lead demonstration against draft. wa 
ws, «+ adn Kansas City, Missouri, in May 1370  apamama ea to organize, 
ve Kansas City group sponsoring the draft. reported to 
we Re have left Kansas City, Missourl, before Novemb a moved 
‘ to Denver, Colorado. stated most ee 


recently in Denver, voluntarily appeared at 
Denver Office of FBI 5/24/71 and denied being involved in burglary 


ee | of Media,’ Pennsylvania, FBI Resident’ Agency or aetempned Dung tary 
eee of Garden, rae, New oon FBI ‘Resident’ Agency.) | ahh. 
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‘Your qgency; it and its Rontents are not to be ptemipated outside your agency, 
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I, BACKGROUND Aree - eo 
A, BIRTH-DATA FL 







On May 28, .1971, 
_ Health: Department, Hage 
that department reflect 





me me ~ nena 





ae +» B, EDUCATION a 


o On May 28, 1971, 
. i School, ‘advised the records of that school reflect 
that attended that school from September 1963 to Jung. 


3,,1968, when he graduated; it appears he received a general 
diploma. U x 


stated during his senior 
year, 1966-1967, and returned to complete his requirements in 
the school year 1967-1968, She noted that his record ‘bore 
a notatio 
vacation 








tated there is ‘nothing in these records 
to reflect | continued his education at a higher 3 
* ‘Institution. 5 


C. EMPLOYMENT e 


On May 28, 1971, 
Lane tooth School, from which school fgraduated in 
une 


» advised there are no notations tin his school file b6 
reflecting any inquiries concerning him by any prospective ore 
employers prior to or subsequent to his graduation. 


"advised that other than 
casua arm labor performed by. her son as a youth, she knows of | 


no gainful employment ne has had since his graduation from. ; 
high school. ; 
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"On June_29 ~l advised that it has been 
—--« -+ determined that is still in the ah 


tee tly listed as teaching a course in th 
which h up in the Westport area 
of Kansas City, Hissourt, |_| according to KC T-1, is 
_ teaching a course in social change and a course in self-defense 
for small persons, ; 


D. CREDIT 


% 






; On May 28, 1971, 
of -Hagerstown, 43 Summit Aven 
there is no credit record for 


Credit Bureau 
town, Maryland, advised 
in the files of that. 







bureau, VU — 
oO The files of the Ithaca Credit Bureau, _ 
Stable on December 13, 1969, by 
contained no information concerning 
E., ARRESTS 







On May 28, 1971, 
Police Department, Hager yland, advised the files of 
that, department reflect as arrested on March 15, 


1968, on a. isorderly conduct; this charge was 
dismissed, could not locate any additional 
information pertaining to this arrest, U 


On May 28, 1971, Beputy Sherife| i Washington 


County Sheriff's Department, Hagerstown, Maryland, advised 


Records, 








the files of partment contain the following arrest bo 
record foe a - Ons 
December 13, 1966. 
_ December 28, 1966 
- December 23, 1966 : DO 


March 15, 1968 


oie SOT 





71, FBI Identification Division reflected 
arrested on January 20, 1970, by Police 
epartment, ‘Upper Darby, Pennsylvania, for breach of peace and 


conspiracy, UV ; 


3 
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P, PHYSICAL DESCRIPTION 


The following physical description a ee 
obtained during the course of another investigation conducted °° 
during 1969 and 1970 relative to av tolation of the — 
Selective Service Act on the part of additional 
data obtained through former neighbor and school record: OU 


Race 

Sex 

Date of birth 

_ Place of birth 

.. Height 
Weight 
Hain is. 
Eyes : 
‘Selective Service # 
eee ».? 
. Relatives 
Father MAX, 
Mother . 






Address (1969~70) 


Selective Service 


Classification 
Preyi investigation involved the burning of his 
draft card by ve forwar ed portion of 
this card to his local board, Maryland, by 


letter advising this board of his action. rosecutive , 

action regarding this. act was declined by the office of the 
ney, Baltimore, Maryland, at that time in view of 
IV-F classification. bé 


BIC 
G. MISCELLANEOUS are 


* 








fee aad advised that amily formerly resided 
in iL 


at community but moved from the area approximate fue 
years ago to around the COCC‘(‘(CCéd‘ aia, 
She advised that CARL E DE Wee died approximate ive 


to six years ago, and that[ ss t—“‘“(‘(‘(‘(;(;:;™!O!;~;!O!O~CS”Y 
with eight children of whom] Cid 
there are five boys and three giris in the | Family. 


f cd 

[stat known to 
have been in or around the. area for two - 
or three years, Prior to his Leaving the area, it was rumored 


he might be experimenting in the use of drugs and narcotics; 
however, she knew nothing epecisie concerning this. U 
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On May 27, 1971, 3 
mother of 
. acknowledged she was her son, She stated she was aware of his 
: "deep-seated convictions" .regarding military service and the 
~~ current draft laws. While she held similar convictions, she 
did not fully agree with her son on active resistance to these 
laws or any laws, .She- stated she felt passive resistance 
was the proper manner in which to oppose any. law one did not 
believe in or held a conviction against, and that a passive 
resistor must be ready to accept the full punishment of the law 
for his or her resistance. She feels her son would accept any 
ey _ punishment meted out for jwhis destruction of his draft cards and . 
for his failure to carry”them in his possession. She does not 
know his attitude toward accepting punishment for more active 
resistance, and, for this reason, she did not care to discuss 
his past activities; she felt this decision should be left by 
her up to her son. She advised she knew her son's current 
residence address, but that she did not desire to furnish same 
+ -to the FBI until such: time as she had had the opportunity to 
correspond with him and advise him she was going to do so. 
She stated she did not.want to appear uncooperative ; however, ‘ 
she feels whatever the interest in her son may be it is his 
decision to make, not one for her. She stated she would furnish 
His address at a later date. Db 


Yt de 





r did advise that she did not know of any { 
pao . gainful employment her son had engaged in since graduating | : 
; 3 .from high school. She- further advised she had last seen him 
in Baltimore, Maryland, in October 1970, when he visited her 
for a day when she was confined to a hospital there. She 
advised that prior to that time, according to his letters, her 
son had been tn Philadelphia, Pennsylvania; New York, New York; 
'and Boston, Massachusetts. Since October 1970. to her knowledge, 
‘‘he has been out in the western part of the U. S., in Missouri, 


. Kansas and most recently in Denver, Colorado. VW bé 


: b7C 
IT. ACTIVITIES Ms a 
ie = i n individual 
named tg apa one 
of those who recently partieipated In destruction of files at 
several draft_b in the. Boston, Massachusetts , area. KC T-2 
stated nn in Philadelphia, Pennsylvania, on 
.-, ., November 17 or the purpose of addressing the Philadelphia 
i, Saas resistance group opposed to the draft in Philadelphia. KC T-2 
an further advised that had been living at a house owned 
jointly b ti-war groups located at 


Pennsylvania: U' 
a - x : 5 ‘ = * 
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efused to furnish bic 
any background or identifying information concerning himself ., | 


or discuss any other matters other than admitting his name 
was | dD. : 


An article appeared in the "Boston Herald", a daily 
newspaper published at Boston, Massachusetts, page 16, dated 
: November 25, 1969, captioned "'Boston 8' Urges Public to: Close 
Draft Centers." This article stated a press conference was 
called by the "Boston 8" who confessed destroying thousands of 
draft cards at six Boston Selective Service offices two weeks 
4 previous. DARRELL DE WEASE, age 22, of Philadelphia, Pennsylvania, 
SE said "There is a need to educate people in the neighborhood 
_ in which we acted, primarily lower classes.;’.and to educate 
at people to propér: response to our actions." | 


ere The following is the ecatement of: the "Boston 8!" left at , 
each draft board: © 





Coe "We claim responsibility for this offense 
: to good taste, and to law and order, This is 
* our work at Jamaica Plain, Dudley Street, 
_Uphams Corner and Copley. Square. By it, we 
‘make ourselves reponsible for our lives, 
and for the lives of our brothers.v . : ; ; 


A eee 


"We are eight Americans who have exhausted 
‘legitimate dissent' - marches, letters, 
conferences with officialdom, speeches against 
the war, against capitalist materialsm, 
against military control, All to no avail, 

' all: hopeless to effect Just change. \y 





“We will now fashion hope with our 
bodies - as free people must, do. We oppose 
with our lives exploitative investment - 
abroad, rape of foreign manpower. and ° : 
resources , genocide in Vietnam and ARms : »o ¥ 
ae? Se La Race, environment ruin and: domestic racism, ; 

: And militarism in any form - Selective 
Service, lottery or volunteer army > U 
"We attack Selective Service because. ., 
it illustrates the powerlessness of the t 
; young, as ‘well as the arrogance of power. . 
It is “to assist the one, and to check A ‘ 
other..that. we have egress: ‘ ; 
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"But we insist on moral and non-violent 
disruption, To us, this kind of civil 
disobedience is a profound moral and 
political duty, as necessary to exalt 
life as to secure the peace. All life, 
and power to the people, justice and 
freedom to all, u- 


"At an Sppaneine time, we will identify 
ourselves publicly. Let life prevail! 0 





"The Boston Eight"0 


By communication.-dated November 19, 1969, the 


~~. - Washington Pield Office furnished a Xerox copy of the statement 


268 the "Boston 8" which was handed‘! out &f Washington, Dy. Cs 
near the Lincoln Memorial on November 15, 1969, which is as 
follows: WU : / 


n 
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On March 16, 1970, KC T~3 advised that 
a self-proclaimed member of the "Boston 8", who vandalized six 
local draft boards in Boston, Massachusetts on the night of 
November 7-8, 1969, stated he would be in St. Louis, Missouri, 
on March 19, 1970, for demonstrations against the draft and 
military recruiting and that after ‘that date he wou 
to Philadelphia, Pennsylvania.. According to KC T-3 
was encouraging individuals to enter draft boards en masse 
but to leave as soon as the "cops" said to in order to avoid 
arrests. KC T-3 advised that no incidents occurred and: there 
were no violent confrontations or arrests made in the demonstra- 
tion against the draft on March 19, 1970. U 


ee 


70, KC T-1. advised that an individual 
- named is presently in Kansas City, Missouri, 
and advise a e wi be working in the Kansas City area 


.in connection with draft resistance work in this area, KC Tl 
stated thay __[elained to be originally $rom Boston, . 


Massachusetts, and has mentioned being active in: the draft 
resistanee movement in. Philadelphia, Pennsylvania. He claims 


. he has been to Cuba in recent months. 9 


On August 11, 1970, KC T-1 stated that| 


has recently returned to the Kansas City anea from a vacation 
in the east, and it has been determined he is attempting to 
form an organization known as the Kansas City Resistance. w | 
: 
An article appeared in the "Collective", Volume I, 
Number i, an underground type newspaper, dated August 7-21, 
"Study in Nonviolence," 


——a September 22, 1970, KC T-1 stated that [ 


as formed an organization known asthe Kansas City 
Resistance and is presently attempting to get recognition 
of this group at the University of Missouri ae Kansas City 
CUMKC). 


ber 28, 1970, 
Northeast Missouri State College, 
M cou furnished a letter and flier which stated 







: stated he was attempting to set’ up a speak-"™ 
g tour in the Kansas. and Missouri area and would be speaking 
on the subject of th erested 
eould contact either hrough 
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‘KC 100-14022 e 


lso identified himself as a 
émber oO e@ oston and furnished the statement of the 
"Boston 8" concerning their destruction of draft records on 
é - November 7, 1963,U 44 / 
tf 


“yt . b6 
Sa gee ae aaah. es T-4, who is spas eee with 
some aes yee Students. for a Democratic Society (SDS. : 
Weatherman activ warea, advised that — 
of the SDS in the 
of the SDS pri il, 
of the SDS. When 
he SDS in the Kansas City 
Joinéd them, however, later “in the fall 
d e Became less active in the’SDS and became more 
concerned with activitiés of the Women's Liberation Movement z 
\ and is presently active in that group in the Kansas City area. U 












Weatherman, formerly a faction of SDS, controlled 

She SDS National Office from June 1969 until its closing ‘in ' 
. . , Pebruary 1970. Weatherman then entered an underground status : 

,’  ° + and adopted a tactic of "strategic sabotage," with police and a 

ae . military installations designated as primary targets.) " 


% 
4 OS 


SDS was “founded during June 1962 at Port Huron, 
Michigan, and in the 1960's functioned as the leading New 
Left campus=based student organization in the United States. i 
From a stance of "participatory democracy ," the SDS moved to '  : 
a radical-revolutionary position. It maintained a national 
office at 1608 West Madison Street, Chicago, Illinois, until 
February 1970, enbernat factionalism during 1969 produced 
an three main factions Weatherman, Revolutionary Youth Movement . ‘ 
(RYM), and Worker Student Alliance (WSA). The Weatherman and 
RYM no longer consider themselves associated with the SDS. 
The WSA faction continues to use the name,.SDS. ‘UO 


“On September 28, 1970, KC T-1 advised an bé 
7 eee long been a member of the SDS and other WETStANE .b7C 
ype New Left groups i i rea and she has béen 
-. geen in the company ff the UMKC campus on 

"numerous occasions, U L. eo 4 


pretext telephone call to 
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, the ‘Kansas City, Missouri, revealed , 
that was no longer in the-Kaneas City 
‘ area a “Living with es and her 
friend, VU. 
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elephone call on December 14, 1970, to the residence of 
. had departed Kansa 


« months ago and his last known ‘address was 
(cca REN | 
: 0, KC T-4 advised tha ___ 
were formerly associated wit 
the now defunct SDS in Kansas City, Missouri. U oe 
On Apri ~l advised that there is no a5, 
indication that has been in the Kansas City eae 
area in recent months. se 


On August 8, 1970 Bureau of 
Narcotics and Dangerous Drugs, New Custom House, Denver, 
Colorado, telephonically advised that he and another 
Narcotics Agent had occasion to interview two individuals 
observed in the New Custom House courtyard area. It was 
_ deterhined they were apparently making a detailed diagram 
of the layout of the New Custom House with particular note 
low the first floor was in relation to the ground. 
termined one of these individuals 
who identified himself anly as 
being from the Kansas City, Missouri area. U 


ee On May 21, et eee 
. | Lookout Mountain, Golden, Colorado, was telephonically 
5 contacted to determine if he was amenab fo 
regarding the present whereabouts of 
__»~me---~§Stated he would furnish no information To inasmuch, | 
as he did not like the FBI because of the cone of work in 
which they were engaged. U 


It was additionally determined through ence of |] 
° 







Lookout Mountain, Colorado, which was once associated 

“with the Institute for Study of Nonviolence, Palo Alto, . be” 
California, headed by folk singer JOAN BAEZ. The Institute’ 37c 
Mountain West purports to be a nonviolent, anti-draft group ae 
dedicated to a "living revolution." 


On May 21, 1971 ttorney's 
Office, Denver, Colorado, advised was arrested 
on April 15, 1870, for blocking an entrance to the Federal 
Office Building, Denver, and was one: of 24% arrested on 
May S, 1971, for impeding traffic at the Denver Federal 


Center, Denver, 3 
! : 











; ic ni? Be «148 “Date of eneisidew l= Tf/72 
k . ‘ ; . 2 ot . b6 
aes b7C : : 
appeared at the Denver Office 
> Denver, Colorado. At the outset of the interview ° 


: was very belligerent, but during the interview became ° 
, ery arrable."V . ’ . 











4 > 


) [are otaten he is an anarchist and has dis- 
‘. associated himself with the United States Government. He ; 
stated he has lived in communes since he was 15 years of age 
and the Government has always "hassled" him. He said until a 
short time ago he intended, and was: attempting, to tear down 
the United States Government, but now has disassociated him- 
th self from the Government and is building a new life based on 
we freedom, 0 7 
+ ee . . . 
He said he hee the ability to make everything he 
needs without depending on society to furnish him his’ needs 
.. He said he is an accomplished : earpenter, saddle maker and 
/ farmer. He said he is also a good sailor. He said he and 
, “(+ £ifteen other men and_their women are establishing a place to 


teeee-+ -" - Live This place is a communal farm and they are in the 
Pea cap eaers process of building buildings. He said now they are almost A 
an all residing together but will each event tually have their own 


; ‘pesidence on the farm. He said he hopes to eventually 
. purchase property in the Ozark Mountains and establish a 
communal farm there. os aly a ‘ | 


oe 


He sajid his wonan | oli eight months pregnant. 
Cee oles intend having the baby in the hos pital as 





fe dies claims this affects a baby's health and pros pects 
ee Y or a long life. He said the hospitals give women sedative 
; which cause the child to stay in the birth canal’ Longer Ae 
‘thereby even’ tually sherten its,1life. He said a child, when 
born in a-hospital., does not open its eyes for several days, 
whereas when a child is. born natura it opens its eyes 
within a few hours. He said he eee not married. 


’ 
| 
| 
[sai that he has been operating a leather j,¢ 
7 business but has closed this business, and before that had bIC 
“helped another group of people set up a collective farm. He . 
said he taught them some farming and helped them build their 


‘ 


inleeviewal of SL2N/71_# ot Denver, Colorado rite # Denver 1000-10387 
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buildings. VU - fe. 4 : we . 


‘* or the attempted burglary of the Garden, City New York Resident 


‘in the attempted burglary of the Garden City Resident Agency, 


When questioned ing the Nedia and Garden City 
‘Resident Agency burgiaries[| [expressed ‘what appeared to 


‘does not Listen to the radio, watch television or read the 


etl said he would not .furnish his telephone 
number or address due to fear of arrest fow hig = activities. 


DN 100+10387 a a 7 


said he has traveled some in oi i 
since coming to Colorado from Kansas, but his woman 
has not traveled with him. He stated he did not participate 
in the burglary of the Media, Pennsylvania Resident Agency 


Ageney. He said if he knew the identity of the persons 
responsible, he would not reveal same , but would admit that 
he knew who they were. ‘He advised if he had participated ~ 


at would not, have been an attempt but would have been a 
burglary. He stated he always accomplishes: what he sets out 
to do. U eS 


be complete surprise, stating that he did not know that any 
FBI establishments had been "hit". He further stated that he 


newspapers. He said he had heard that FBI: documents had been 
mailed to newspapers and congressmen in the east but he had 
not heard where these documents came from. _ . | 





He said the fear is on the part of his woman, who became 
very upset when she learned last Friday the FBI was trying to , . 
locate him. He said he was aware the FBI had interviewed a bic 


_ person in South Dakota and one at the Institute Mountain West, 


Golden, Colorado, regarding his whereabouts. He said he 
considers this a form of harassment and came to the FBI office 
not to cooperate by furnishing any information but to complain 
of the harassment of his friends. 


s ee [| ___|etatee he formerly worked with the Quaker 
-Aetion Group and with the Draft Resisters and has committed 


destructive acts against Selective Service records on 
several occasions. He said he has served time for some of 
these acts. He said he was a member of the "Boston 8" and the , 
FBI is- aware of acts which they committed for which he has not 
been prosecuted. \ 


e 
. * ¥ 
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stated he participated in a sit-in of 
a Selective Service office in Media, Pennsylvania, and 
that this sit-in was broken up by Federal officers. U b6 


‘He stated his mother is aL____———CS inn 
Maryland and is doing an excellent job. He said he is the 
oldest of eight children. He said he was influenced by his 
religion to fight against the draft and the war in Vietnam 
_4--~-- and he has made a sailing trip to both Cuba and North 
Vietnam, stating "You have heard of the Phoenix." 


He said he,lived in a commune in Connecticut where _ 
several of the inhabitants were killed and only one man out 
of about fifteen was ever “brought to trial for these murders. 

-* He said he has also lived in da commune at Taos, New Mexico, 
and several inhabitants of this commune were killed and the 
» ' police have taken almost no action. He said he recently 
; heard the same thing happened in Montana where three or four 
; sinhabitants of a commune were killed .and almost no action 
: Ea? Was taken by, the police and no Paes popiserty was given 
: to: the occurrence. 


He said he has as little respect for .newspapers 
| as he does for the Government and the police. He stated he 
Mei 2 feels that this.part of the country, referring to Colorado, 
i is a much better place to live than the east or the south 
i as the police and the ae. of this area are not as 
re : inclined to harass his people : 





-” 


. 


. ‘Referring to the recent disturbance at Boulder, 
t, +," Colorado, he stated the type of people causing those dis- 
| a2 turbances are not his people as they are out to destroy and 
he and his ‘people are now dedicated. to building their own 
os communities. UD. bi 
, 
He stated what he finds wrong with the United 
States Government is that the politicians and the wealthy : 
| people are living their lives at the detriment of other 
people ; that that is why he originally set out to tear 
i down this, Government and the reason he has now disassociated , 
himself with the Government.° When asked what other form of — 
government he fdr would be better than this form of government, 


7" Le 











} ~ * ‘ a 
ae pa ee: ON og Biae. 
$04 ‘ : seh yr "O é, ot 
‘ a ~~ @ + 
| . it 3' \ “% ‘ aos e 
: . aes" is 
I , _ . ” 
ae 98 
| “DN 100~ 10387 Bnet 
: — Oy = OS 
* 2 . 4 : 
; he said he knows of no other forms of ‘government which are 
better but that hé and his people. are using freedom as their 
foundation for their new lives. He stated the people in the 
. United States are’not really free and that they are continual~ 
. ly hassled by the Government and the police. VU k 
: The following As a eeeerepeton of [Jeptainea 
: from observaton: + ' 3 . 
: Race: ; a 7 
' ‘. Sex: = a b6 
. Height: pI he is A’) BIC 
Weight: mw my ; 
: Hair: . 
Say _ Marital status: 
, ; Ldaavisea that he has an excitable temperament . 
ie. "+  .He also advised that his mother resides in Maryland . uo aaa 
° The Resident Agencies at Media, Penns ylvania, and . 
' Garden Citys, New York,- mentioned above, are cede Ox ffices. v 
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UNITED STATES DEPARTMENT OF JUSTICE 
" FEDERAL BUREAU OF INVESTIGATION. 


Kansas City, Missouri 


In Reply, Ploase Refer to 
File No. 


June 23, 1971 


Title 
b6 
oe bie 
Character 


SECURITY MATTER-MISC. (MEDBURG) 


Reference Report-SA ee eee 
, . dated and captioned as above 


a 


wie voy 


ALL sources (except any listed below) whose identities 
are concealed in referenced communication have furnished reliable 
infomation in the past. 


* 


oe as ‘ 
: a” 
This document containa neither recommendations nor conclus{ 
ons of the FBI, It is the propert 
of the FBI and is loaned to your agency; it and its contents are not to be distributed eutaias : 
\ your agency, : 
4 
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“DIRECTOR, FBI (52-94527)-"" fj pad 
(Attn: Voucher Statistical Sechion) 
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Encloséd for the Bureau are three copies ' | De 
PY each of two FD-302's dated 6/7/71 and 7/6/71 for coe | 
oy inelusion in the ADP project-concerning teléphone a 
NE Me 
ONT TE 
fi 2 #4 CA are Cf) f “ae Se = 
a HS ET. ~ Stet f With 5 er a ; 
Me B Tino copies’ each of above FD-302's are 7™ 4 
{| ] a being submitted to Philadelphia and one copy each to oe 
i) 1g other designated offices as enclosures. U oaee 
5 3 q Designated offices are requested to identify ee | 
: 4 subscribers to telephone numbers in their respective 
ja Divistons and furnish results to the Bureau, 
, Fadiadeipnte and WFO on FDS302's. UD | 
- Also included for the puneeus Philadelphia 
A} and WFO are two copies of an FD-302 refilecting 
< pupecr loess to telephone numbers in the Baltimore 
a Division whose eae above . ‘ 
: toll rééords, 327-74 y 
3 fee + [iil Tray ere ate 
wv The ‘ (of the ei Pimore So Usliath , 
soe, ie sent db int 0 at on gent eine: ih 
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SALBANY (52-2827) Miss Holmes__.  . 


Miss Gandy. 







FROM: BUFFALO (52-2230) 1P 
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MEDBURG 
RE ALBANY ‘TELETYPE Y TWELVE LAST, CONCERNING ‘TOLL CALLS 


of suspects| __awp 


TELEPHONE “NUMBER 


ae [7 


ee 
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BUFFALO ENDICES REFLECT THAT IN MAR. LAST, a 


[| _________swas tssueD a TRAFFIC TICKET BY THE GENEVA POLICE 
DEPARTMENT a HE DROVE THTO THE DaIvevaY of *d 
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NY. U 
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ADDITIONALLY, 
NEW YORK, WAS A SPEAKER IN MAY, SEVENTY, AT AN ANTI-WAR RALLY HELD 


BY THE INDEPENDENT RADICAL COALET EON IF co ie 19 Y « 23 t 
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OPTIONAL FORM NO, 10 3010=106 
MAY 1962 COMION ’ 


qsa-aeny REGZ NO. 27 


‘ UNIFED STATES GOVERNMENT 


Memorandum 


me 


FROM : I. W. ee 


a) 
SUBJECTE MEDBURG b6 
b7Cc 


AG Mr. Rosen's memorandum to Mr, Sulls 





Tele. Room .. 


Holmes ______.. 





Yan 4/20/71 een naea 
Cryptanalysis-Gambling-Translation Section (in conjunction with 
: Research Section of DID) set up project to make comparative analysis 
of the numerous documents apparently authored by the so-called 
Citizens' Commission to Investigate the FBI with writings and oral 
addresses of primary suspects being obtained by field Guring 
course of investigation in this matter. 


My memo 5/12/71 set forth the scope. of our analysis of 
specimens using the computer. U' 

We have received 101 specific eeaueees from Field Offices 
for comparisons with these specimens and answered 100 by Laboratory 
Report.. One is currently being examined. We have examined 
available writings of the twenty-five prime suspects, defined by 
the General Investigative Division, and the four subjects. on the 
attached list, including ‘transcripts of press conferences and 
other oral statements made by these individuals on radio and 
interviews. VU 





Nothing of significance from a linguistic and style-of 
writing standpoint was found other than those set forth in 
Laboratory Reports 6/10/71, 6/25/71 and 7/8/71, copies attached.\ 


You will be kept advised of any significant developments 
on continuing analysis of materials in this matter. Vy 
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' MEDBURG ‘SUBJECTS ‘ ’ + BUREAU PILE NUMBER 


»* 2 
Levee mg tour aszags 
OHN: PETER GRADY fe eg < 100- 461430 
es ee 


~ 100+462969 
100- 453660 ; 


‘ MEDBURG PRIME ‘SUSPECTS: pss ‘ BUREAU FILE NUMBER 


| : ; i00- 457479 
| - 100-463065. 
100=398921 
100=462823 
25-574410 ~ 
100-464648 4 
100-457931 
100-463550 
100-455212 
- 100-452234 
_ 100-465482 ' . 
25-563302 
‘25-563302 
100-465267 
100=462982 
100-465198. 
100-463439 
100-463119 
100-465099 
62-114361 
100-465260 
- 100-465045 
100-457416 
100-465071 
25-608693 
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WASHINGTCR, D. C. 20535 





to: SAC, Philadelphia €58-7255) Date: Yung 10, 197 
. (3100-52465) i | 
4 


Re: MEDSEUPRG ‘ 
John Edgar Hoover, Director 


FBI File No. 58-94527 
Lab.No. OR~FSSSS JIB. 
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Examination requested by: Priladeiphis 
Reforence: &ivte3, B/24/92 
Examination requested: Cryptanalysis ~ Yocument . 
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FEDERAL BUREAU OF INVESTIGATION — 
WASHINGTON, D. C. 20535 
ro: SAC, Palindelphian (&2~7265) ~- pete: Gime 16, O72 © 


C1OG~-524 AGS) FBI File No. $§26SAS87 
Re: HEOBIRG - Lab. No. ORMZSGSS ou 
Specimens received 8/35/72 7 " =e 
Reiss net i fumeemitcon statenscnt resortediy authored by 


which begins, “tsa Decamber 16, LBTG0e0 0% 
BHG CHS “so. Lor Chess independence. ™ U 


o 


oO ee, 


RNesule of exanination: 


Sinilar word usnge and sentence structure were sated 
botween syecinon Ec4S59 and NEDRUNG specieons dchS and GclOl, 
Que these similarities are of such a limited natere that ne 
desinite conclusion could be yeached as to whether ey not thoy : 
were composed by the same individual. Ho isnguage or Lingatetie - |. 
Btylo-ol~writing. characteristics wero found in e48so to indicate 
Sinilority or dissiniiarity with tre Zanguare chusecteriatics ; 
Of NEDEURG specivens Gc3a, GcavS, and Qol4?7, “coumased by the 
Citizens® Conalacton to Invostisats the PBZ. b : 


It wos noted that KedBSO regera ta "Sok. Asia” in two 
dizforont paragraphs and GAROBULG APTELS?T epecenes Se uses the 
unabbreviated form “Southeast Asine'D ee 

Hieposition of specimen Eed859 and result of escasine: 
exanivation handied separately. D 
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OF MINNESOTA, ONE OF FOURTEEN INDIVIDUALS ARRESTED SEPTEMBER 
TWENTYFOUR NINETEEN SIXTYEIGHT, BY MILWAUKEE, WISCONSIN, PD, 
CHARGED WITH BURGLARY, ARSON OF PROPERTY. OTHER THAN BUILDING, 
AND THEFT AND BURNING OF SELECTIVE SERVICE FILES AT MILWAUKEE ON 
SEPTEMBER TWENTYFOUR, NINETEEN SIXTYEIGHT. GROUP COMMONLY 
KNOWN AS THE “MILWAUKEE FOURTEEN.” UO: 
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PAGE TWO 
5 . 
| Jarso one OF MEDBURG SUSPECTS AND IN THIS CONNECTION 
INTERVIEWED MAY SEVENTEEN, tast.[ | stare HE HAD NO — 
INFORMATION CONCERNING THE MEDIA BREAK-IN AND THAT HE. WAS IN 
NO WAY INFOLVED IN MEDBURG INCIDENT.U 
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_of objective reporting. The 7/4/71 article is typical of the Greider style 
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WASHINGTON POST ARTIC LE, 
7/4/71, ANALYZING MEDIA 
BURGLARY DOCUMENTS 


The 7/4/71 "Washington Post" carried an article (copy a 
by William Greider entitled "Analysis of Stolen FBI Documents Provides 
Glimpse of Bureau.at Work. * Greider has written previous articles of thi 
sort in which the Bureau is subjected to snide criticisms under the guise 


of yellow sheet journalism and like the others injects unwarranted criticism i 
into a so-called'dnalysis of the various FBI documents stolen from the Media, ee 
Pennsylvania, Resident Agency which have made their way into the hands 
several newspapers. U 






Greider claims that the Media documents offer an u 
__{gtimese of how the U.S. Government watches its citizens, and he adds 
gratuitously "particularly black citizens." The latter thought obviously 
xintended to falsely convey the impression that the Government, namely the 
(PBI, is giving undve investigative attention to blacks. At least half of the 
jarticle is devoted to the fact that the FBI has spent considerable time (at 
least in the Philadelphia area represented by the Media documents) checking 
finto the activities of black individuals and organizations. And even though 
Greider mentions, but glibly glosses over the fact that the FBI's sole interest 
in individual blacks or black organizations lies in the area of extremism and 
in the critical question of potential for racial violence, he manages to sketch 
a picture of latent if not glaring racism on the part of the FBI. In this 
connection the reading public that is truly concerned about the matter of 
jereen ste and obvious. potential for racial violence will clearly see through 
Greider's transparent '‘effort'to paint a racist label on the FBI. ‘Naturally 
there are those’of the ultra liberal camp, who are already aliynedyagainst 
the Bureau, and such articles. 3 Gitex some comfort. 
a & r x 
The various individual documents covered hy the G 
have previously been publicized by not only the “Washington 
newspapers, ee the oo wppers. sch as th 
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. Memorandum to Mr. C. D. Brennan 


-RE: WASHINGTON POST ARTICLE, 7/4/71, 
. ANALYZING MEDIA BURGLARY DOCUMENTS 


As an example, the memorandum from the Philadelphia supervisor (for which 

he has been-administratively dealt with) suggesting that Agents enhance the 

“paranoia endemic in these circles, etc., ' has been described numerous 
jtimes previously in many different publications. Yet, Greider, to use an 

old cliche, is beating a dead horse by giving further attention to it. U 


5, Although previously given a great deal of mileage in the liberal press, 
Me ect +Greider again calls attention to-a piece of Bureau-originated mail instructing the 
|field to gather information concerning black students who might be under the 
finfluence of the Black Panther Party and other extremists. Another case cited 
; by Greider is the much-publicized case of our investigation of an individual in 
“macy jfeontact with persons in East Germany, which individual turned out to be a 

Teas fourteen-year- -old boy. _Greider also felt an obligation to dredge up the case 





Greider, through manipulation of the language and clever use of 
4semantics and innuendoes, has twisted the known facts in an effort to make it 
appear that the FBI has engaged in activities which are beyond the scope of its 
authority or even responsibility. He has attempted to show that the FBI las 
conducted investigation, or to use his words placed persons under surveillance 
. hen the facts do not warrant such action, or when the facts indicate such 
F ' factivity should’be discontinued. He has quoted from former Special Agents who 
ave become lackeys of jackals such as himself. Although the identity of such 
former Agents is not disclosed, it is obvious that he is using tripe from 
fassorted malcontents who have no real knowledge of the Bureau's overall 
jtesponsibility and authority. A good example of this is the alleged quote from 
aformer Agent, "The Bureau has a tendency never to purge its files. "U 


Detailed analyses of the various Media documents referred to in : 
Greider's article have previously: been provided in memoranda for the Director's 
information, and in, cases where such documents have been the subject of prior 
publicity, facts concerning the documents have been furnished to the Attorney 
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It was determined that the writes of E5026 did not 
propare the questioned material on specimens provieusly subsitted 
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i <x 
TO Mr. Sulliy: Sh DATE: July 7; 197r “a Hf : 
1 - Mr. Sullivan * - Mr. Callahan Ke : 


1 L 
FROM <A. Rose 1 - Mr. Rosen 1 - Mr. Conrad 
a 1 - Mr. Shroder 1 - Mr. Dalbey sible: Reema 
1 - Mr. Cempbell ~  L - Mr. Felt 
Ee ee 1 - Mr. Bledsoe 1 - Mr. Gale 
1 - Mr. Mohr 1 - Mr. Tavel 
1 - Mr. C. D. Brennan 1 - Mr. Walters 
of 1 - Mr. Bishop : ; ae 
pe The painstaking review of the files of the Philadelphi 


Office in connection with thé documents stolen from the FBI 
Resident Agency (RA) in Media, Pennsylvania, |on the night of 
March 8, 1971; has revealed 65:of the original 1013 ite 
jas_stolen have been accounted for, U A 


\ ; 
The following, is a break-down of the stolen documen 


948 Total items scoters 

104 This group. consists of routing slips, recent 
, interview report forms | not yet in file, and 
2 yw, other forms, and memoranda of which the 


©¢ original document’ was maintained at the Media JRA 
3. and no copies are. available. 


<*-Total number of items forwarded to the 


cS = Department in conjunction with the March 23, 
sm, .,. 1971, request ¢ the A ney Seeistee 
SEC, INS. Tah a REE} SA- G2) FQ a 


Our TAM delphia Office vanoxts cel 77 of the stolen 
documents have been identified as having surfaced in various=== =m 
news média.g ¢ Nine of, these ;are originall documents. Continuotis 
assessment by Peele e1 phia of news media data is being cond&étdul 19 1971 
to idehtify additional stolen items which may have surfaced. 20 


Copies of all of the missing documents are being asieeaanea 
in a bound volume by the General Investigative Division. Copies 
of the Log listing all of the stolen NT RINED hav 
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Rosen to Sullivan Memorandum 
RE: MEDBURG 


available to the Administrative Division, Domestic Intelligence 
Division, and Special Investigative Divison. These Divisions 
should continue to review this log to insure that all items handled 
by that Division have been properly assessed, A copy of the log 
has been furnished to the Files and Communications Division in 
order that all copies of the stolen documents in the Bureau files 
can be clearly flagged as a document stolen from the Media RA. 

It will be the responsibility of each Division to maintain 

this log in a current status. In this regard-additions, deletions, 
and corrections to the log will be furnished to each Division 

by the General Investigative Division as they are received. U 
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re toll calls for inclusion in the MEDBURG Automatic Data 
Processing Project. 


NVL 
Enclosed for Philadelphia are 2 copies of m FD Ce 
302 re toll call records. U 


For the information of Philadelphia, no toll Sieoeas 
are available prior to 1/28/71. No leads are ‘being set 
forth to identify subscribers as this is being left to the 
discretion of Philadelphia. It should be noted subscribers 
28/71 to 4/28/71 were identified in connection was 
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Thank you very much for your letter regarding....," signed 
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LO: DIRECTOR, FSI (52-94527) ake | 
Attention: Domestic Intelligence Division, ee xX 

Research Seétion and Seypey nalyes? _ 

Section Wy 

" PROM: SAC, PHILADELPHIA (52-7165) x 
_ SUBJECT: MEDBURG ‘ 4 1 
t 4 i ~ : t is o. 
Re Philadelphia airtels dated 4/14/72, and 4/20/72 - 

concerning composition analysis of unsubs',"0n the night of = 
March 8, 1971..." news veleasé .U ~ B 
pic 


'Enélosed pitt e i a jletten 
ritten byl or 
peripheral Sispéects Lnvestization. 


Enclosure was obtained from,review of Philadelphia report 
dated 12/18/70 captioned, @EASTCON}" Philadelphia fire 
1060-51190 .U 


A veview of the enclosure by the Philadelphia 
Division disclosed sinilarities.of form and composition 
to that of referenced unsiibs* news release. An analysis. 
bé this letter as. requested. 0 a 


4 


JO 6~ Heol 


G>. wureau (82-94527).. (Encls. 2) ¢RM) if Pera 
2 - Philadelphia (52=7165) UL ¥6 1971 ‘ 
GES/rav 


CS) 



















ih 





FEDERAL BUREAU! OF INVESTIGA 









\) PHILADELPHIA (52-7165) 
y FROM BALTIMORE (52-8575) cP) 


Ca 

MEDBURG 3) WEEKLY SUMMARY 
| Y EIGHT, LAST, CAPTIONED fe 
MISCELLANEOUS INFORMATION. CONCERNING :(MEDBURG 


SUSPECT)", BALTIMORE ADVISED ATTEMPTED INTERVIEW OF| | Aye’ 
WAS UNSUCCESSFUL AND ALSO STATED THAT NO. FURTHER, ACTIVE 
INVESTIGATION WAS BEING CONDUCTED CONCERNING THE| __| THIS 
ACTION WAS ‘TAKEN IN ACCORDANCE WITH PREVIOUS RECOMMENDATION FROM 
PHILADELPHIA THAT. THE BE ELIMINATED: AS PRIME SUSPECTS. 

CASE’ FILES ON — BEING KEPT IN A OPEN: STATUS..IN VIEW 


END PAGE ONE 
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. Yr, allahan. 
NR 229 BA CODE TELETYP 
338AM NITEL 7-14-72 SENT 7*15-71 -PAC 
; TO DIRECTOR (52-94527) be | 








Miss Holmes__. B 
Miss Gandy, 


b6 - 


ae 


Wwe 54- Yeas 7-268 
ope | #-14a7] JUL 18 197 


"ete ree < 
4, 


ALL INFORMATION CONTAINED 
HEREIN [5 UNCLASSIFIED 
patel: § 





gguuL21 Wi 





“ mun 
PAGE Two b, 
BA 52-8575 


OF OUTSTANDING LEADS TO VERIFY AND FOLLOW.-THEIR INTENDED. MOVE 

| FROM*BALTIMORE: IN NEAR FUTURE, U 

: INASMUCH AS WEEKLY SUMMARY FOR MOST ‘PART REPORTED-ON ACTIVITIES 
OF BALTIMORE “PRIME NEDBURG ‘SUSPECTS, ALL. OF WHOM: NOW: ‘HAVE ‘BEEN 
ELIMINATED FROM THIS’ CATEGORY: BALTIMORE’ UAC WILL DISCONTINUE 
SUBMITTING WEEKLY SUMMARIES:BUT WILL CONTINUE TO-REPORT RESULTS 

| ‘OF INVESTIGATION-UNDER APPROPRIATE: MEDBURG CAPTIONS, U 
END 
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AOD ame (oe eee 5 
ein te * “F te rt Fi 
: a : ee fs . a 
. s sh GO e ies ‘a 
So gt ae ue ._ Saale 
4 . + * ; : * < iL. ~ 
. Adetel, eM : - 1 -~Mr.:C. D. Brennan 
a 
. — 
ae for: ; 
, Tos SA, phiadetghta ir review) | 
{ Front Director, EB $2 HS 27- ee e 
JOH PETER. GRADY; sd a ; 
FAG: SM ~ MISCELI, NE US ' ' RE Py a4 
Cenue ey = ie, “AL fn erg vecoure ne 
is ” ‘ a > Date Oe pret iy SS GEB is 
eS ‘Routatrtel /2k[7k. | Bah 


an review of this muirttor ‘by the Pape ae EVA 
the Human Resources idministration (ERA) was ‘wider investigation 
by the local authorities. of New York City during 1968. This’ eal 
investipation reflected the ERA maintained: diniron records régarding © | 
disbursenent. of théeix funds making it ainost ‘dbpossible td , | 
aceehla ae sxosponsibility for the missing. appropriations, VU 


wu 


‘During 1968, several, Congtessrie¢n wrote to the Duresu 
eee the FBI conduct an investigation into the misappropriation o 
of funds under the control of the MA. This matter was referred to . a 
the- -Départent, and tha Department did not.request the Burcau to x 
‘conduct. an investigation indsmich as the local authorities were ~ 

‘working the case and our verte would ‘be a aaptiect say of kg) 
effor ts. 0 | SK 


Th view of the above, Hew York should not coriduct an. 

E.G investigation of ee : 
L - Now York 
Ci)= Medburg File (52-94527) a | 

ae oe Cans SEB. NOTE PAGE TWO 

1 Eastcon File (100+=460495) : 


Birtamm - 


- Goduta0" ‘on P - + BUPLICATE YELLOW 


ORIGINAL FLED /O'F 
























We had. previously: ‘received. information faen our New York 
“Office. indicating. ‘Grady, who is. the prime subject in the Medburg 
ae may bé involved in. the émbezzlement of several 

' thousand, dollars. in: funds granted to the Cornelius J. Drew 
Foundation, ‘a’ New York, City’ agen¢y under ‘the: direction, of the 

-* Human Resources Administration... ‘The Bureau® instructed that no, 

eee + investigation, be Conducted into. this’ matter’ without prior Bureay . | 

authority in: view of : ‘Grady's: continuing: involvement in.Medburg. . . 
_ tahd. the, possibility he may be involved: in setting up new break- ins 
a of FBI. and: 6ther ‘Goverriment space.U 


t ; 
i , ‘ 


- _ PHildddeLphia has. siiggested pursuing a sat site FAG: violation “ 
against Grady in order to: ‘bring. ‘AS. much" Poa ‘to: bear: against. ei 
1 him as Serer a0 zs errs 


4 es 1 eo ~ 7 
ft 


: alleged enbadsTenant oe ae would have. ctalecn, aces Sie ‘to ae 
.  * .1967. ° Considérablé investigation has beén: conducted by local eat 
‘authorities: _and TRS. “Guance. that:- time; testimony has been. heattdbpy 
1. Logal grand jury, and over the years; in. ‘spite Of Congressional . 
_ : ' inquiries, the Department, being made fully aware of the situation, | 
has made no request, for FBI investigation sincé ‘to-do. so would be 
a needless duplication.-of effort. with local authorities. .In view 
of: our’ past position and since etitering this {investigation at this | 
late’ date could preseiit serious livestigative probletis, Philadelphia! s 
Fequest is béing ‘denied. U. ; . 
‘ he ah 
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FBI 
Date: 6/21/71 


- Transmit the following in —. 





(Type in plaintext or cada) 


: { 
a 
Priority I 























TO: DIRECTOR, FBI 
ly FROM: SAC, PHILADELPHIA (46-NEW) (P) 


SUBJECT: JOHN PETER GRADY; 
FAG: SM - MISCELLANEOUS 


(NEDBURG SUBJECT) 


e Bureau airtel to New York, 6/15/71, captioned 
“JOHN PEDER® GRADY; FAG," and New York airtel to Bureau, 
captioned " JOHN PETER GRADY; MISC INFO CONCERNING 
MEDBURG) SUSPECT) ." U 


Referenced airtels referred to a possible FAG 
violation on part of GRADY while he was Director, Cornelius 
J. Drew Foundation (CDF), 212+ West l41lst Street, New York 
City, beginning 10/25/66. CDF was under the direction of 
Human Resources Administration (HRA), an agency of the City 
of New York, Community Development Agency. CDF was responsible. 
in: accountability to HRA, which, in turn, reported to the 
City of New York. The purpose of CDF was the operation of 

‘Project Head Start. The program was completely funded by 

a Federal grant under the Office of Economic Sucoreuity. (OKO). 
OEO submitted project grants to the City of New tne which 
disbursed the funds to the designated agencies. () 





( ee Bureau (52-94527) (ENCLS. 25) (RM) 


Driers — SA 91527 — 


1 = 5210018 geteua ee Sash 
epee ee ae 
7 BS RO LNEW 43 jut 12 1971 
Ll - 52-7165 
1 = 100-52132 ioe vrorseare 
oe es ALL INFORMAT open 2 


A _ Hemet ney ASSIEED 






Approved: , : 
Special Agent in Charge 


PH 46-~NEW 


‘Referenced communications indicated total nants to: 
CDF amounted to $232,295.00. The program was directed by 
GRADY, until his termination in September, 1967. -HRA 
officials advise that. currently over 
accounted for. 









grant 
Referral/Consult 













of Anti-Poverty 


Programs, ce of the Controller of the City of New York, 
Municipal Building, New York City, advised that his b6 
department is presently involved dn reconciling BTC 
approximately BB 000,000.00 in accountabilities owed to the 


City of New York’ by several anti-poverty agencies that 
received Federal and city grants under the Economic . 
Opportunity Act. He advised that CDF was one of these 
agencies, and indicated the current total accountability, 
- composed entirely of Federal funds,, is $56, 342. 30. U 


For ready reference at the Bureau, there are 
attached. five copies. of New York's letterhead memorandum 
dated erate captioned "JOHN PETER GRADY; FRAUD AGAINST 
. THE GOVE NMENT ," as well as five copies each of pages 
4, 5, 6 a 7 of the administrative insert of New York's 
airtel dated 6/17/71, captioned "JOHN PETER GRADY; MISC 
INFO CONCERNING (MEDBURG SUSPECT) ."u 


SAC, MEDBURG, of opinion that we should make 
every criminal case possible against GRADY, as he is the 
"action" man of the EASTCON group. Current investigation. 
‘places him in at least ten "break-ins" of Draft Boards and 
FBI RA, as well as several state traffic violations. He 
is currently planning other "actions." No process is now 
outstanding, and it would be to the Government's advantage to - 
have a warrant for his arrest. Consequently, if the New 
York Office can make a good FAG case against GRADY, it 
would assist materially in curtailing his activities. 
While the Philadelphia Office hopes to intercept GRADY 
(and his associates) on his next venture, the: recommended 
FAG investigation would not interfere with those plans; 


as 





PH 46-NEW 


Bureau requested to authorize the Ne 
to proceed with FAG investigation. UV 


w York Office 











(2100-52931) 
| Tolson ‘2 =» How York (52-10075) Enclosuxes (2) (2 Lab report) 
ee 1 = Onahe (100-7018) Enclosure (Lab report) 
"Bishop - 
Brennan, Cc. D. — 
al aha 7 1 bad Eufile: (52-94527) - 
Casper : EY Bufile (52-94781) 


ZS LABORATORY Zz AS 1 ~ Lab File 


FEDERAL BUREAU OF INVESTIGATION 
WASHINGTON, D. C. 20535 


te SAC, Minneapolis (10025603) pate: | July 7, 1072 


b6 
b7C 


Re: 
John Edgar Hoover, Director 


= EECT 
ows, 100-459535 
Fone ~~ BeFLO7OGOLS LC 


‘Examination masse by: Kunnéapolis ae * CRe13 "O- U 
Reference: Airtel GnFuFh Tee 4 

lysi AULA MFORM, ATION CONTE 
Examination requested: Yocuncnt ~- Czyptana Fei5 ears NG! ASS 
Remarks: a! 


The results of tho. cryptanalysis examination wid 


bo handdtd separately. o 
BLZGYSRT- 





ALL INFORMATTON CONTAINED POT RECORDED 
HEREIN ISUNCLASSIFIED 43 JUL 16 1971 
EXCEPT WHERE SHOWN 


Enclosures (2) (2 Lab report) 


2 = Chicngo (100-51850) Enclosures (2) (2 Lab report) 
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2 = Philadelphia (52-7165) Enalosures (2) (2 Lab woport)\~ 
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sum: Are 


REPORT’. ; wy a ; 
ae <0f 8s, , D 


¢ a’ 
st LABORATORY ae ga 


FEDERAL BUREAU OF INVESTIGATION 
WASHINGTON, D. C. 20535 


S 
GO 
oe | 


cor GAC, Minneapolis (10015009) poe: SRY Py 2OTR 
FBI File’No. 14 Hye 
ee ata eune. DeROyOODLS. LA 
BL « NEW LEFT : CN~19703 IU 
KEDSUNG. SUSRaCT 
b6 
b7C 


Specimens received Ge 1-71 





Result of exinination: 


Té waa dotermined that the writer of KeS077 did 
not prorare tho. questioned hanturiting and hand printing | 


Om syceinens provi cubnitted in the MOQDUNG, ERASTCOR 
and GARDDULG » ATTE CASCL. 
Sho pubaitted ovidenco hao been photegrapaed.and is 
retained. 
: ; "ALL I ORMATION CONTAINED 


HEREIN Y UNCLASSIFIED, 
EXCEPT (HERE SHOWN 
OTHERWLS 


ALL UL FORMATION CONTAINED 
yi ls bis -ASSIE D 





Tolson 


Sullivan tu» > : : 

MODE penennenenmenn, : : QW 

Bishop i : 
Brennan, C.D- —~ z 

Calfahan a 


Casper ememrerneens, 
Conrad ____ 
Felt i 
Gale —.. 7 
Rosen .. . 

Tavel — . ; 
Walters pennennmm DES ’ pjb (iS) 
Soyars .. 
Tele. Room a, 
HOT CS semenmnnnenin 
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519 PM NITEL 6-23-71 SKA = 
TO DIRECTOR (52-94527) * sae 

: b7c 
HILADELPHIA (1908-52657). : 


FROM WASHINGTON FIELD (62=16241) 


N sas ; 
INFORMATION CONCERNIN AEDBU SUSPECT) 3; 00 WFO 


RE PHILADELPHIA TELETYPE TO. ST LOUIS, MAY NINETEEN 
LAST. - : 
PER REFERENCED TELETYPE, PHILADELPHIA ADVISED SUBJECT 
BEING CONSIDERED A MEDBURG SUSPECT BASED ON HER ASSOCIATION 
“WITH EASTCON SUBJECTS AND HER PARTICIPATION IN DRAFT BOARD 
BREAKIN IN CATONSVILLE, MARYLAND , MAY SEVENTEEN NINETEEN 
SIXTYEIGHT, AND DESIGNATED WFO As 00.0 
A SUMMARY OF REVIEW OF- ALL WFO FILE REFERENCES 


REGARDING SUBJECT WAS FORWARDED TO PHILADELPHIA, ALON?-WITH 





‘OTHER BACKGROUND DATA AND PHOTOS OF HER. SUBJECT NTERVIEVED 
END PAGE ONE ee \ 


turonmpusalt 1458? © 
ALL INFORMATION.CONTAL 


HEREIN ji uy a [ED | <a RHCORDED- 
DATEle- SPS, BAY sur 14 197 
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Oca FEDERAL BUREAU OF IN CATION ' 
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a 
4 
JUN 2 3 1971 
\ GK 
NR@S7 WF CODE » | ZELETYPE 


amas. Goilanai ryan 
Mr. Casper 
Mr. Conrad, ra 


ee 
7 3: 


V0 










Mr. Tolson 7 
or. Siilivat he = 
le Mohy nt 

ty 


Mr. BrennanGl 


Mr. Bi Shap 


Myr. Dalbsy, 
Mr. Pelt_t 





Mr. are 
Mr. Beaver. 
Tele, Room 












“ORIGINAL FILED IN / 














PAGE Two 


JUNE EIGHT LAST AT HER RESIDENCE, WASHINGTON, DoC.CWDC), RE 

MEDBURG AND REFUSED TO FURNISH HER WHERABOUTS MARCH SEVEN- 

TEN LAST STATED COULD Do so BY REFERRING TO HER CALENDAR, BUT 

DID NOT DO SO GENERALLY UNCOOPERATIVE. PER LETTER DATED JUNE 
. TWENTYONE LAST, IDENTIFICATION DIVISION ADVISED HER PRINTS 


WITH ANY UNIDENTIFIED LATENTS MEDBURG. INVESTIGATION TO DATE 





WFO DISCLOSED NO EVIDENCE SUBJECT. INVOLVED MEDIA BURGLARY. b 
WFO NO LONGER CONSIDERING HER AS SUSPECT MEDBURG, 

.UACB OR PHILADELPHIA.C -U | | 

END 


JHW FBI WASH DC’ 


remain we oy ed 


CC-MR, BRENNAN. a 
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FEDERAL BUREAU OF INVESTIGATION. 

WASHINGTON, D. C. 20535 — 

ve BAG, Phizadotphia (25~41992) Pater Suny 23, 1071 as 

aon Oheeyew NS 

[ et wl. John Edgar Hoover, Director 

| BSA; DGD ~ CONSPIRACY \ 
oe . i , adeiphia FBI File No. 25~608693 ) 
sfc tates Labo; = a710G16082 EU 

Examination requested by: - Philadelphia - ‘De-710526040 KU Zz 

Reference: Aixtels 51871, 5a26672, ; =e ; ai \ 

Examination requested: Docunont ae Fingerprint za . 
Remarks: S 
The subuitted evidence will be returned coparately with G 
the Jatent ee roport..v 5 

Tho ©. compare all of the questioned nitorial 
received in th cnse with known standards for COUMING is x 


peinte handled separately in connection with sinilar requests. 
Bot forth in your airtols 5-3~71 and G-1-71 and your ictter 5aGo72 50. 


Reforoncal Sar cane airtel dated S-26~-71 oe subaitted 
under the caption "PAUL ne OUNIRG; HIEC ~ INFORMATION 
CONCERUING (LEDBURG 


KIC RR fo MATION aL web ae Ves a) — 


HEREIN IS JHCLASSIFIED aa ‘NOT RECORDED 














DATEU =! BY yo * su 12197 
sallivan Enclosures (2) (2 xeport ii es 
Mohr = = 
pees == = - Doston (52-0638) Enclosure (Lab roport) 


Callahan 
Casper. ee 





2.= Philadelphia (100-52728) 462-7165 Sub A) 
Conrad — Enclesures (2) (2 Lab report) 
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. aaa (2) ADMINISTRATIVE PAGE. 
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Zetec, LABORATORY fA 


FEDERAL BUREAU OF INVESTIGATION 





WASHINGTON, D. C: 20535 i 
ro SAC, Philadolphia (25-41032) oe Tuo 23, 1073 
re ewer et ets Habne 2710618081. RU 
BN;_UGP = CONSPIRACY D-710528040 KU 


NEDBUNG 


Spécimens received 5aBQa7] fron Philadelphia 


Q84 Receipt. dated 124-09, signal Cd 
Q85 ae cat Lease dated 12-4-69, signed| 


Request recoived ‘BaeBB~7L. from Philadelphia, 


on of K4570,. R4G95 (HEDBURG)., Xtem 4 and, Iten 22 
with lease of 


Regult of examination: 


b6 | 
bIC 


It was concluded the hand printed portions of spécinon 
Q91 (Your item 4) were prepared by PAUL: BERNHARD COUMING,. K4570 and 
K4695 (HEDBURG). -Due to hand printing variations or the oxtrencly 
limited amount. of known handwriting available for COUHING, it 
could not bo détermined definitely whether he did or did ‘not ” 
prepare Q02 through Q97 (Zour item 4), Q187 (Your iten 22), or the ; 
remainder of Q91. UV. 


Due to tho Linitcd amount of known handwriting available 
for COUMING, it could not be determined definitely whothor ‘he did 
or did not prepare any of the. questioned. handwriting on Q84 and 985. 
A few handwriting similarities were obsorved.. Tt could ‘not be 




















deternined definitely whether the one OW: on Q84 

and Q85 was ox was not prepared b since no 

known handwriting is. available. for this individual, it being noted — 

hey fingerprint card under Oakland:Police Department loep be A 
telson. 20t bear. ture, This fingerprint card indicates she was wey 
sitive — DORN ° in California.) 
Bishop « a re 2 
aie ALL 07 2.0.08 CONTAINED od 
— HEREI 1g, UNC YASSIF ED yy : | 
= 1. DATE Y - “I - fu B (over) 


‘Tavel = 
Walters — 
Soyars ... 


Tele. Room 











FCW:pjb (9) hpprr 6a] | 0 








Holmes sic ’ d 


Gandy >= MAIL ROOM(L_J TELETYPE UNITC_] / } 








oe It was concluded the questioned handwriting. on Q84—i; 
and @as was prépared: by the writer of the questioned handwriting 
on Q91, 993, Q94, Q96 and Q97.. It. could not be-determined — 
definitely vhether’ this individual ‘also prepared Q137, due to the 
illegible nature. of the questioned handwriting on that item, : 
Howover, -similarities. were observed when the questioned handwriting 
On these pleces of evidence was compared. Inasmuch as Q84 and Q85 
contain no hand printing while portions of Q91 and all of Q92 and 
Q95 are hand. printed, an -adequate. ‘comparison. was not possible with 


_ Fespect ‘to ‘these itens. UV 


‘ho submitted evidencé was: photographed and wand be - 
returned separately. p, 


Pago 2 E tgs a8 
D-710618081 KU - Ms 


1 x ee wn 
/S J. Ch FEDERAL BUREAU OF INVESTIGATION Mr. Tolson———. 
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ALBANY . Mr. Ro 
: Mr, 
PHILADELPHIA Mr. : 
Tele. Room cuss J 
se NEW HAVEN (52-1972) Miss Holmes. § 
| Miss Gandy f 
b e 
MEDBURG 
RE ALBANY NITEL LY TWELVE LAST AULINFORESNN CONT 
oe ee pee HERES UCLASSIED 
ret id Y. | 







SUBSCRIBED TO B 
b6 


b7c 
b7D 


| | IS SUBSCRIBED TO BY 


code Stuy 
NINETEEN SEVENTY ONE HAMDEN CITY ee REF GS 
LEGS 5 2- SYUSI7 DSS 
foe SOUTHERN NEW ENGLAND fee SERVICES, 
INC. RECORDS CONN. MOTOR VEHICLE DEPARTMENT showl______T~ 
ee ee me 


Pomme 


\ 





END PAGE ONE 


OUJUL22 97H) om - 
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PAGE TWO 
NH 52-1972 





FIVE FT. SEVEN INCHES. U 
NEW HAVEN INDICES REFLECT “NEW HAVEN JOURNAL COURIER" 
LOCAL NEWSPAPER OF JULY NINETEEN SIXTY SEVEN CARRIED ARTICLE 
"DRAFT CENTER. OPENS HERE.” IT REFLECTED THAT A COUNSELING CENTER 
ON MILITARYSSERVICE AND THE DRAFT OPENED "THIS WEEK" IN NEW HAVEN. 
ON ITS BOARD OF SPONSORS WAS ONE OF NEW HAVEN Lo til ¢ 
FRIENDS MEETING ...% IT SHOULD BE NOTED THAT Bre 
[ _Jawp THIS IS POSSIBLE AREA OF FRIENDSHIP. U 
- END oe | 
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| Date: 7/1971 ce PONEDRE TIA. 
| Transmit the following in. rape Tn SINISE oF Coded Cyl A) 4;\ f 
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' TO: DIRECTOR, FBI (52+-94527) 
2 FROM: ‘SAC, PHILADELPHIA (52+7165 SUB F) 
OO is 
SUBJECT : ("MEDBURG 


b6 


dated 7/12/71, qnale el es bic 
neues | 
| Classified by sa2-Kutt-z 


IAG 4] Declassify on: OADK ro: - 
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1 - Mr. Rosen 1 -—- Mr. Conrad 
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1 - Mr. Campbell 1 - Mr. Felt Gandy 
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Information previously set Per memorandum of 


July 7, 1971, reported that of the 948 items 
Pennsylvania, Resident Agency, 


of the 948 items stolen from our Media 
77 documents have been surfaced. 


breakdown of the Surfaced documents by investigative classificatio 
; ( 


follows: U ‘ 
, 5 
CATEGORY STOLEN SURFACED 
“Criminal yA Pp al 677 13- Breakdown 
~ ALLINFORMATION conta veo 3 Comte ee 
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(Training Documents, Etc.) ~ 
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TO: DIRECTOR, FBI (52-94527) 
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LATENT FINGERPRINT SECTION, 


FROM: SAC, eee (52-7165 SUB A) 
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Transmit the following in 
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= (Priority) res 1 
i a ee A an ee eee Ss oe ee Uae Se 8 ee at 
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TO: DIRECTOR, FBI (52-94527) 
; FROM: PHILADELPHIA (52-7165) (P) 
: Wo) aC : ; 

SUBJEC : Censure se ALL pee TREN THA? 1 CONTAINED 
HERE. 1 Up ASSIFIED 2 
DATE @= BY. S22 # Ly 2 

ATTN: | NCIC 


Re Bureau airtel to Philadelphia, 6/28/71; and 
Philadelphia airtel to Bureau;':6/29/71. O 


Referenced airtels concern the utilization of the 
NCIC stop index to assist in détermining activities of 
principal suspects in this investigation. U 


_ Enelosed are fi 
cerning PAUL B. COUMING:; 







five individuals were submitted to the Bureau by referenced 
Philadelphia airtel. U 


Bureau is requested to, \update NCIC BHO index con- 
cerning above. UO b6 
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Place of birth 
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Race 

Height 

Weight 

Hair 

Social Security’ Number 


Baltimore Police Department 
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Date of: birth 


Place of birth. 
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Race 
Height 
Weight 
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FBI Number 


Social Security Number 
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PAUL BERNARD COUMING 
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513 - 4M 
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135 to 140 pounds 
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Brown 
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LATENT FINGERPRINT SECTION 
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LATENT CASE woh Aw $3806 =) 2 { 
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onal 3 
OD ~/ 4) 1 fs! iN a TON CONTAINED, 7 
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EXAMINATION ‘REQUESTED BY: 


SPECIMENS: a Philadeiphia 


The requested latent print examination is being 
conducted and you will be advised of the results upon completion. W 
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. yi 3 oft Q 
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i es a " ~ = P J a Case Ene ~ 
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ge John Edga pver, Director 


ae 2, THIS REPORT IS FURNISHED FOR OFFICIAL USE ONLY 
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RE BUFFALO TEL TO BUREAU, JULY FOURTEEN LAST, CONCERNING 


RECORDS, CREDIT BUREAU OF GENEVA, NY, REVELA FOLLOWING 


a INFORMATION 7 
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- le Lab File 


Leress, LABORATORY -“2_. 


FEDERAL BUREAU OF INVESTIGATION 
WASHINGTON, D. C. 20535 


To: 


eee 
eiamau OER) 


Examination requested by: Philadelphia 
Reference: 
Examination requested: 


Dacuncnt 


Remarks: 


AB you e 

roturk. of G309 in seopue sR edie At hoon as it 

45 no longo needed Zor covery sction by 

Dror. tag: roturn of G29 to the | 
Lahowitosy, Zuxythor See ‘will bo maida concerning 


defessa attoscneys, 


eantionad subject and ¢ 
that caption Cyour 2A 2 
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a sp eli DUPLICATI 
i KM IBA i E YELL 
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SAG, Philndetghis (0-82049) 
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Date: 
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| | John-Edgar Hoover, Director 
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- Leis, LABORATORY “2a 


FEDERAL BUREAU. OF INVESTIGATION 
WASHINGTON, D.C. 20535 


7° gat, Pheledotphia (oo-edoday |S, ay gy 1071 - 
i creer sso BefH0347008 
BXISG. +- THEONMATION CONCERNING | a 
~ Qienpyng: CousPLCT) 
Request : b6 4 


abeseinens, received 6/16/71 : 2 / : b7C , 






Bits ors ee auksatted, in. : 
ot aL. } CSA; BGP ~ .- 


Result of cismindtion: 


Pue: either to the witvendly atatted | Bnows . 
handwriting pyedlable or to ao fact that the Byallabig 
Inoxa hand printing ig all upper cased, it could not be. 

- soternined defini toly | whothee aay: of ‘the Darren 

. Questioned handwriting dorinting O8-Q2 through 
C627 in the|_ CS BA BABS wes or was: not 
‘propared by. a whoae: ‘nown standards 
conoiat of ROOOL? CHEDLY ‘ 





ALL goRtATON Sah NINES 
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pate le=ll= cg 13a) 
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aie er : FEDERAL  Chureau. ¢ OF. WEsTEEON 
ee & a 


Washington, D 


REPORT 


of the 


IDENTIFICATION DIVISION 

LATENT FINGERPRINT SECTION - . 
OUR FILE No 2542932 June 8, 1071 

so 25-005303 : >: rs Ee 

‘LATENT CASE NO.  A~17493 






ALL I8F°V"*4ATION CONTAINED: 

HEREI|E IS RCYASSIFIED 
SFG DATE ONES. BY S25 

LEGtUCTION OF RECORES AT CELECTIVE CURVICE pen 


‘CO eee uaasee F 
Che DAULKRG 







BYGLENM LOARCI AT 1221 CHERRY STREET, 3701 NOWTI $o - JAA 
ne; LVAD STEELY, $702 KENSLIGTON AVENUE 
SILAD LLG 407 a WOVLVANIA : b6 - 
“ELRQUARY %, 1 on ome 
LCCUL; S AbD, c ONGTIRACY neppoune) a 
|“ Letter 4/2 and telostste call 5/14/71 


nerenence: . Oz tae Tallacel sia Division 

EXAMINATION REQUESTED B 5 HALOOAE. 

SPECIMENS: ZA¢ 7 ricecllancow's tocunerts and payalenl evidence; 
céslgnated in relet as itome #1 through 4217 {cach 
ftom kas nuccrous dpecimens) 1) 


eport gucplosents ‘ted confirme dirtels B/i/i1,. 
2A 8/7/94 ood a teen SASAT, 6/24/71, 5/23/71, and C/A/I1. 


255 latent fingerprints and ten Jatent ‘prints of . 
value coveloped oa your items €2 throuzh #12, $15, $17 throezh $10, 
#al through $23, 425, 423, 235, 487, C45, 245, #48 on #£0, 
£08 throwgh £20, #73, eed, #91, #04, #05, #00 throu’ 919, $204, 
H103, #105, F105, #223, $320, $128, #125, i164, 9181, $193, v1C35, O 


z (ws 
_-B~ Philadshytin (62-71695 (3,4 tas BaF So1- 












Casper _wesen—— f 188 ee 








Pell pecan ; : 0S, eee EST ee, et. 
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L 
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Identical with fingerprints o 
in relet and reairtel, or 


named for « elim ination: purposes. 0. 
_» “developed latent fingérprints remaining unidentified not identical with 


a acoet with:palin prints of Individuals: listed on attached pages 
‘Hdentification Division files for other Usted individuals. b 


mes developed to. date: in Medbixg case.. v. 








SAC, altaya —— 7 5 Fune.8, 1672 


#108, 4202, #207, f20e, and #211, a6 latent sata of value develope: 
oa remaining speciniens. 


dentl~ — 


See attached. -pazes for results of. consparinons. of peventy= 
pix tatent fingerprints currently. developed on items submitted with re- 
lot and ten latent fingerprints previounly sevniones on items submitted 
with w urlet of TAN. © 3 


Remaining. currently developed latent fingerprints not, 











Currently’ developed latent fingerprints and. areeaaaly 
fingerprints of individuals whose names are listed on the first three 
attached-pages. No‘fingerprints located Identfficatton Division files 
for persons listed on. the fourth attached page. Latent palm ae not. 
having letter P-preccding. thei names. ‘No palm prints available 


me hatont printe, currénat and proviously developed, in 
captioned éasé not identical with comparable areas of latent ie 


“ =o Laboratory roport and. eopattion of all {oubmatted items : 
separate, y . . 
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; + 2* Your FileNo,  25-41932 
/ .  .« +¢ BBY File’No. 25-600393 
Latent Case: No. A~17403 





Sie preyidusly developed latént fingerprints and five 


om currently devel med latent ely ints as follows haye heen identified 


ag finger impressions of 


One prévidanly developed on smalt piece of torn” a Ss 
‘papos, designated #15,. part of Q51 : 
Four previously developed on piece of torn payer, 

"designated #17, part of Q54 
_ , One previously developed on sma 

° paper, designated #18, part of Q55. 
+  ‘ Five currently doyeloped on a Manila envelope and 
- * - ._” tworpleces'of paper, designated iter 95 =U) 


W plece of torn 


, 7 : 4 x we = i ‘ALL INE Bf e Pa : Pa 
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FBI Wile No. -:25+660603 oa 


. ‘RE: KATHEEEN MARY IDOLE, CORN: 





sry proviously developed latent T ae: 
icai currently developed latent fingerprints.as follows. have been 


~  —s- Gne-preylously cavoloped on ind ‘of papér, acoignated 
: % #3, part.of QS 
One ‘previously developed on white paper, designated #21, 
part of GST - _ 
fix currently developed on folded yellow paper containing 
what appears: to be check list, your item #5 
‘Pen currently. developed.on two pieces:of cight inch by 
eloyen inch white paper with floor plan and notes, 
: @esignated itoms pa7-A and. ¢87-B dune 
One currently developed on three inch by five inch card - 
ag bearing notation “Key Slot Visible, " designated item #100-0 ws 
~ One currently developed on épixal notebook. bearing. name . - 
Rathléon Ridolfi,. designated item $109 
One-curreatly developed on yellow paper ‘vith surveillance - 
notes from black suitcase, designated item #181-B O- 
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| FRERIoNe.  —25-000908 ot 
Latent Cone No,- A-17493 


RE} JOON PETERGRADY, DORN AUGUST 15, 1026 


Two latent firgorprints previdusly doycloped on two 
" peces-of torn paver, Cosiguated #1, part of Ql, and #2, part of G2, 
- “pnd fifteon Iotent finsexpsints currcatly deyeloped.os follows have been 
-- Identified as finger impreacions of Grady: O 


Fourteca cn three pieces of white paper with rccords 
of. caidontitled purvelllanco, ccalgnated items #55~A, 

. #$5-D, and £55-C 
: “One Ga phect of pilte ualined paper bearing printing 
in oo inks regarding loz information, ecoimated 
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Your File No, 


One: Intent. Hagorprint dovoloped:on sheet of yellow 
ned. ‘paper containing writing regarding surveillance notes, designated 
Atom #181~Aj and one. 2 jatent inzorprint doycloned on books: entitled 
"National Assessment of Educntional Progrcds, " dei ; 
#202, nee been identified as finger casa of 
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Your Filo No, 25-4103 oe no or : 
FDLFUé No. | 95-0056038 __ : une 8, 1973 
Latent Gase No. A-17403 
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nu: vAvLDENARDCoumiNas,| | 
‘ = Eleyea latent fingerprints dovoloped on items 5 ert tg AE 
follows have becn identified 25 finger impressions.of Coumingst. Mak 


__Biyo on small black boots, diary bolotizine to. 
Faul Couminzs, dopignated itom #4-A. 
Two on pleco of note ‘pazor, designated item #4-B 
One oa.shéct-of white unlined paper containing first — 
names ofindividuals, designated item #6 |. * 
~ a TH on, two small white lined cards. with map 
' ghowing. "N. Broad," designated items. HAG~A.. 2 
and. #49-5B oe 
eis One ox photogranh, of yivinity of 8704 Broad. strect, . Ee 2 
- designated 1 itom $49~14-A v 
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One Intent fingoxprint developed ona yoters idonti- - 


“2 - fleation card, designated item #12-C,. has been identified naa. 
ae “ fingor itsprension of ) an 
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_ 7”. Qne on sheet of’ unlined paper containing names 
- .. aid surveillance notes, designated | item #68 
_ One on sheet-of yellow paper with names. written Ley 
‘jn ved ink, designated item 269. (es 
. . One.on small piece of folded paver withnumber _ bug 58 
NE 4-2027 and address written. at denlgnated " sae ae % 
Aten #84 - eo 
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_ Fifteen Intent fingerprints developed o2, the following 
items-haye been identified as Hinger impressions of [| 


E 
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_One on phcet of yellow paper designated A, bearing | 
handwriting betinning "Fight against people---, " 
dceignated itera 33 

‘Two on skeet of legal sixe payor beginning "American 
Citizens--~," designated item #0-A - 
Three on white lincd card with notation “Bring Ust 
- ofeen, ! denignated items #04-B 
¢ on sheet of white paner with notation beginning 
all I want-~=, " designated item #54-C 
One on sheet of white papor with notatica beginning 
‘Tf I-~=, * designated item 704-D 

‘Tyo on sheet of white paner with notation beginning 
“For sk», * designated item #04-E 

One on shoct of white paner with notation beginning 
"A concern for-«," designated item #94-G 

Two on white lined card beginning Pi 
designated itom #100-I 

One on white Uned three inch by five inch card, 
decignated item #100-F 

One on white Hncd card beginning "Name —. Place--~," 

ogignated {tem 100-K - 2) 7 
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FEDERAL BUREAU. OF INVESTIGATION 
_ WASHINGTON, D. C. 20535 
Te: SAC, Philadelphia (1000-51727). Date: June 24, 1971 
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R s a 
3 ieee John Edgar Hoover, Director’ 
CAR Sc. = . Ssncoriiiie ; 
ae (Hodburg Suspect) 

00: Yoehington Field Office - ie aieign: 


FerFile Nex QQ —457481 
Examination requested by! = see D~710527099 RU ; 
ee “Philadelphia 
+ Reference: ‘Advted 5-26-71 
Examination requested: Docuncnt ty 





‘Remarks: 


_ For your investigative assistance only, nothing of 
particular significance was observed during the comparisons 
xeoferred. to in. the attached report. 


ALL INFORMATION CONTAINED 
HEREIN 1S Ut NAS | 


DATE=} = 


Enclosures ( Hk: 


2 ~ Philadolphia (52-7165) (25-41992) Enclosures (2) 
(2 Lab report) 
as Washington Ficld Office (100-52080) Enclosures (2) 
(2 Lab report) 
























tee ~ Bufile (25-608693): 
Noe 1% Bufile (52-94527) 
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Conrad acim F Cl: pjp Q 0) pypLcngE yELLO* 
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- ‘FEDERAL BUREAU OF INVESTIGATION 
. WASHINGTON, D. C. 20535 
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MONTH Request yxeceived: 5-27-71 


ent ne sharison Of known handwriting and. (fe alee 
ith specimens in case entitied, et al.; 
ction of Records at Selective Service System Boards, 
1421 Chor?y Stroet, 3701 North Broad Street, 3702 piney 


Aventis Philadelphia, ‘Pas, 27-70, SSA; DGP ~ CONSPIRAC 


Rost of exatiim tion: 


zt could not be determined definitely whothor any of 
the qu handwriting or hand printing on_Q1 through Q617 
din the’ Cane Was or was not: prepared by 
whose avaiinble imown. handwriting consists of Ke4952 (MEDEURG). 
due to the absence of eonpdrable known standards in-gone 
indtanées and to the presence of unexplained variations or 
the illegible nature of the questioned items inathor instances. 
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“NEDBURG Se ae ton captioned: ease in pending ia 
aosacye statug..U —/ 


A highly placed yaluable. source has now 1 plnbed - 


subject in the Wilmington, Del.» Draft Board break-in in 
Was a very a and ay 
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7 vi 
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The: ‘above eee plus ¥ roview of the Zo}Loving, 


. past known ee ee shows that he is deeply involved in 
this conspiracy. O° _ be 4 
; ; 3 ' ha A bIC "4 
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‘ ' . He. was one of eight individuals who 
es clained responsibility for the Boston ‘ 
Draft Eoard break-ins on 11/7-8/6 9s eADict  O - By 


2. On 11/29/69; at a building occupied by 

-" the American Friends Service Connittee, 
Boston, COUMING was the. principal 
speaker for the Boston. 8, 


3. On February 7, 1970, he was arrested by. pos ey 
» the Phitedvrohta Police Department in : 
eonmnection with thé Draft Board, presksixi ee 

_ at Selective Service Headquarters, fae 

- °242% Cherry Street, Philadelphias Oo. -- 


ste On 2/8/21, ‘sentenced in Federal District 
Court, Boston, for violation of Titié 50, 
U. §. Code, Sections 456 (J) and 462, to 
L.yéar (suspended) and 3 years" probations © 
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Tt is realized that coverage of the ‘subject is : 
difficult. due to. thé fact hé lives in a commie with others 
and. there is a restriction against surveilling full tine any 
EASTCON subject indicted for criminal contenpt. However, 
4t is belleved that efforts should be nade to oe avare of 
sotie of his activities. and vhereabouts> & 


Boston is, therefore, pecucetae to gma aweekly . 
 atvtel showing the results of spot checks, a review of toll 
calls, and any other coverage deened advisable so that we, 
£ Teast ‘be aware of whethor™ he 4s in the Boston area. UV 
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/ The attached Laboratory report is weoshiion to 
Laboratory reports in this mattor dated 6-17-71, 6~21~F15 
G-29-71 and 77-72, The attached report nlso confirms and, 
gupplenents informatioa set forth in Bute Ju2d~F1. UO bic , 


It 46 noted Laboratory report dated 8-3-70 in | 
captioned cane indicates no_conclusion could bo reached vhon 


. BB, tho. known standards of vas eomparcd 
gh Q57, vhile the attach Tdentifies . 


a the writer of most of Q4, most of QS, nil of G22 
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Tho examinations idquaneed in urairtel 5od-71 ‘and 
urict 5-G-71 aro continuing. and you will. be furnished: with 
_ Additionnl euppienental. Laboratory xeports: in this repard, UO 
Fox ‘your inventigative assistance only, significant ° : 
beerved when the known standards > 
montioned An the attached opone ae byc 
‘gompared with specimens QO and Q121. These sinilaritics ; 
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FEDERAL BUREAU OF INVESTIGATION 
WASHINGTON, D..C. 20535 
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Specimene eee SeG272, listed in Laboratory report: dated Gul 7=72 
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by whose known handwriting consists of | 
ia at of Q4; Host of Q5; Q22; C44; Q1G0; Q161; 
Bt of QUOSs Q1G4; QIGS; the legible portions 
of "B1EG; Qs? “ais Q1783 4 "al74;, ‘oizas Qizs through Q180; the 
legible portions of Q1G2 and Q183 ‘(oxcept Lor - 
. Which differences wore observed which indicate. aid. 
not proparo- this page); Q219; 8266; 342; Q343;. S463 Q350 
through re O30. Shroud oe Q364: O37; Q370; S71; G400; 
Q4563 OS263. h Q56S.__ Sint larities More observed 
' Which indicat asd probably preparca portions of 
oe ALT of Q Of Br69, ‘BLY O£ Q170 and baat the 
hack of Q175 and ali. of G83; 


 “‘Phie efthor to the lanited. nature or comparability of 
1 tho avediable ‘known standards or to. the Limited or illegible 
_ nature of the. questioned material, 1t could not bo dotoxmincd 
Bf definitely whother any of. the unidentified questioned vane 

writing or hand printing ‘on Qh through QG17 wan Or was 
prepared by any ri . or tndiy ae 
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jaconeee een questioned handwriting on these Atens. u 
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Re: KATHLEEN MARY RIDOLFI, aka. yo. = : 
Kathleen Ridolfi , 7 : ‘John Edgar Hoover, Director ‘ 
"Cookie" Ridolfi. ‘ } 


RUATION CONCERNING bs 
¢ DURG SUSPECT) FBI File No. 1600409118 
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° Airtel G-12-71 ADL INPQRUATION contaTNED 
xamination requested: - . 3 ‘ 3 of HERE , 
Pxomination requested: De oumone — Cryptanalysis ao ry NCLASSIPIED 


Remarks: OTHERWI y 


Fox the information of Philadelphia, significant be 
handwriting and hand printing similarities wore noted in the Dee 
"Cookie" surveillance notes in tha case when 
compared with tho known handwriting of. KATHLEEN MARY RIDOLET. 
Efforts should bo made to obtain aide sonad known handwriting 
and hand printing of RIDOLFY for furthex congarison purposes. 

estioned specincns have been rec ived in the 
anor and you will be subsequently advised of the 
TasuLts O e additional conparinons. u 
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of items stolen from the Heds3s Pa., Resident Agency. 


Ve 


‘— 
eee 


A review of Philadelphia file 100-48677 entitled, 
"A QUAKER ACTION GROUP; IS - MISC," has shown that serials 
448, 460 and 461, described. below * bre missing from the file 
and presumed to. have been stolen in the captioned burglary 
inasmuch as they were charged out at the time of the burglary 
to the Media Resident Agency. U . 
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Newspaper. stories. published since the burglary 
contained information which would tend to indicate that one 
or all three of these serials have been furnished to newspapers. 
However, it is not possible for Philadelphia to determine due > 
to the limited amount of material which of these three serials 
surfaced and further, whether or not the contents of the news- 
paper article actually referred to the contents of the serials. 
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FROM ALEXANDRIA (100-71) 3? — 









ee ey z BLL IMFORE . enon’ soNTAINED ~ 
A QUAKER ACTION GROUP; IS - MISC; HEREIN 1S, igh ASSIE FIED <I fi 


ON JULY SEVENTEEN, INSTANT, A SPOKESHAN FOR THE nee a7 
SECURITY POLICE, GENERAL SERVICES ADMINISTRATION (GSA), ADVISED A 

GROUP OF ABOUT TWENTY-FIVE AFFILIATED WITH A-QUAKER ACTION GROUP 

CAQAG), ARRIVED AT THE PENTAGON AT TWELVE THIRTY PM, THIS DATE, To 

PICKET AND PROTEST U.S. ACTION 1 VIET wan. SOME OF THE PEOPLE WENT 


INSIDE THE PENTAGON BUT APPROXIMATELY EIGHTEEN OF THEM REMAINED OUT- 


wie 


SIDE AT THE RIVER ENTRANCE ON THE STEPS AND SIDEWALK WHERE THEY 
READ A LIST OF THE AMERICAN WAR DEAD IN VIETNAM, HANDED, OUT A FLYER, 


_ AND, DISPLAYED SIGNS READING: "WE MOURN VIET NAM WAR DEAD"; “Too 
MANY PEOPLE HAVE DIED” “VIGIL FOR VIETNAM WAR, DEAD"; “FIGHT WAR, 


FIGHT HUNGER”: “END THE var AND, REBUILD ouR CITIES” THE FLYER 


WHICH WAS no OUT WAS ENTITLED, “WHY DO WE SPEAK sei AT THE. 


PesTAcon2” AND WAS PUT. OUT BY AQAG. ‘COOPERATING SPONSORS WERE 
LISTED AS CATHOLIC PEACE FELLOWSHIP, EPISCOPAL PEACE FELLOWSHIP, 
PHILADELPHIA) RESISTANCE, WAR RESISTORS LEAGUE. 
THOSE WHO ENTERED THE PENTAGON WENT TO THE CONCOURSE AREA WHERE 
THEY READ A LIST OF THE WAR DEAD. OFFICIALS ADVISED DEPAR THENT OF 
EFENSE ONLOGKERS TO. SEPARATE THEMSELVES. FROM THE PROTESTORS AS THE 


-, PROTESTORS WERE a0 BE ARRESTED, SEVEN a WERE ARRES Tees 
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| AT “TWELVE FIFTY PM AND TAKEN TO THE U.S». MARSHALL’S OFFICE IN 
ALEXANDRIA. © PROTESTORS WERE PREDOMINANTLY WHITE, MALE AND FEWALE, 
AND RANGED IN AGE FROM APPROXIMATELY. SEVENTEEN TO FORTY-FIVE. IN: : 
THE AREA BUT NOT ARRESTED WAS 
QUAKER ACTION GROUP... eee oe . 
vo ausaf ALEXANDRIA ADVISED THOSE ARRESTED ~ 
ee eee 
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| “RE AX TEL To DIRECTOR AND UFO, " SEVEN /TEN/SIXTYNINE. 
PENTAGON SECURITY POLICE (GSA) SPOKESMAN IS CAPT. | b6- 


AIRMAIL REGISTERED COPIES. _10 BALTINORE, PHILADELPHIA « “LOCAL 
DISSEMINATION: BEING MADE TO AUSA,, SECRET ‘SERVICE, AND WELETARY. 
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In Reply, Please 1 Ii to 


Fine Alexandria, Virginia 


i Ss August 5, 1969 } 
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eae S os . ALL INFOREATION CONTAINED 
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A QUAKER ACTION GROUP DATES: He BY.S, We 


ea AT THE PerACON Dp per 
iar] 


On July 10, 1969, a spokesman for she Pentagon: 
Security Police, General Services Administration, (GSA), ad- 
vised that a group of about 30 affiliated with A Quaker Action 
Group (AQAG), arrived at the Pentagon Building at 12:40 p.m. 
1 on July 10, 1969, to picket and protest U.S: action in Vietnam. ° 
By a previous agreement reached between Department of Defense 
Officials and members of AQAG on July 2, 1969, the group was 
permitted to picket peacefully at the river entrance to the 
building. However, by agreement they were not to be admitted 
to the concourse area inside the building ‘which consists of 
many public shops and stores. Six protestors lined up out- 
side the river entrance across from the parking lot and held. 
three signs reading, "End War, Fight Hunger," "Too Many . 
People Have Died," and "End thé War,.Rebuild Our Cities.'" en 
Ten to twelve other protestors sat or stood on the Pentagon 
steps at the river entrance and took turns reading a list 
of Vietnam war casualties. The protestors ranged in age from 
about 20 to 60 and were composed of both malesand females 


Z x e. The group was led ry 
of ages UD 


* 


ate 


: - At the’ same time the eheve demonstration was oc-. 
curring, a counter-demonstration occurred outside the river 
entrance near the parking lot. There were two male adults 
and two teenage boys protesting the presence of AQAG and 

‘they held signs reading, "Aid to America's Enemies, Courtesy 
of Parasites and Timid Politicians" and "Why This Ghoulish 


4 
‘ 


f 


ie , = * ‘R 


oe = a ee Giles aera 100—42677= “4GCO | : 
| | a 


to * ' . : a 
ge Sagas Pe eeepc ie ne Me rahe sca AP Ot “@ - ' 2 - i -- ot tee ~p Ms Se gh em es emerge pret 





A QUAKER ACTION GROUP 
_ DEMONSTRATIONS AT THE PENTAGON _ . 3 gf ak 


‘y 
Action, ‘Must Bravery and Sacrifice Be So Dishonored? Let 
Our Men i e."' This group was led by (First Name ~ 
Uainom| | reportedly" representing parents of sons 
. who died in Vietnam and he had gotten a permit in advance to 


‘counter-protest there. UD’ b6 
ot : : : b7c 


At. approximately 12:50: p.m. on July 10, 1969, 
another group of six to ten members of AQAG who had entered 
“the Pentagon shortly after their arrival in the area,, 
began reading a list of the Vietnam War dead in the concourse 
area of the building. Shortly thereafter they were told to 
disperse b Assistant Chief, GSA Guard 
Force, and that their presence was in violation of GSA rules 
and regulations. MADDOX indicated an opportunity would be 
given them to disperse as requested,. however, they continued 
to read in violation of his order. He then ordered GSA 
policemen to arrest the six directly involved in the action. 
In the area but not arrested was 

of AQAG. The six arrested were taken before the 
U.S. Magistrate in Alexandria, STANLEY KING, and were charged 
‘with loitering. Those arrested were: vu : 


air 
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_A QUAKER ACTION GROUP . : 
* DEMONSTRATIONS AT THE PENTAGON 


No charges were placed agains ho was a 
juvenile. Those arrested were released on personal recog- 
s nizance pending a hearing on August 11, 1969. 


On July 17, 1969, a spokesman for the Pentagon 
Security Police advised that a group of about 25 affiliated. 
with AQAG arrived at 12:30 p.m. on July 17, 1969, to picket 
and protest U.S. Action in Vietnam. Some of these people 
went inside the Pentagon but approximately 18 of them re- 
mained outside at the:river entrance on the steps and side- . 
walk were they read a.list of the American War Dead in Viet- 
nam, handed out a flyer and displayed signs reading, "We 
Mourn Vietnam War Dead," NFight Wary - Fight Hunger,'' "End. 
the War and Rebuild Our Cities." The flyer handed out was 
entitled, "Why Do We Speak Out At The Pentagon?" and was 
put out by AQAG with cooperating sponsors listed as the 
Catholic Peace Fellowship, Episcopal Peace Fellowship, Phila- 
delphia Resistance and War Resistors HeReNes : 
‘Those who entered the Pentagon on July 17, 1969, 
went to the concourse area where they read a list of the 
war dead. Officials advised Department of Defense .onlookers 
to separate themselves from the protestors as the protestors 
were to be arrested. Seven demonstrators were arrested and 


-taken before U.S. Magistrate in Alexandria. Present but 
~ bIC 
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* Assistant U.S. Ree esc 


District of Virginia; advised those arrested were: u 
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a These individuals, excluding sd 


a juvenile, were charged with loitering and released on 
personal recognizance pending a hearing,-date set for August 13, 
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* On July 24, 1969, a spokesman for the Pentagon 
Security Police advised that ‘a group of about 30 people 
affiliated with AQAG arrived at the Pentagon at 12:30 p.m. 
on July 24, 1969, to picket and protest action in Vietnam. 
Some of the protestors went inside the Pentagon but approxi- 
mately 50 of them remained outside the river entrance on 
‘the steps and sidewalk where they read a list of the American 
war dead in Vietnam and handed out a flyer and displayed. 
signs reading, "End the War, Fight Hunger,'End the War, 
Rebuild Our Cities," and "Too Many People Have Died." The 
flyer which was handed out was entitled, 'Do You Know These 
Facts About the Vietnam War?" and was put out by AQAG with 
‘ cooperating sponsors ‘Listed as the Catholic Peace Fellowship, 
the Episcopal Peace Fellowship, Philadelphia Resistance, 
and War Resistors League. O 


The protestors who entered the Pentagon went to 
the concourse area where they read a list of the war dead. 
Officials advised them to stop or be arrested and when they 
did not stop, nine of the protestors were placed under ar- 
rest and taken before the U.S. Magistrate in Alexandria, 
where they were charged with trespassing under the Assimilated 
Crimes Act, Title 18, U. S. Code, Section 13. and Virginia 

Code 18, 1-1731. Those arrested ‘were; UO 
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On Jul 24 1969, one counter~ Aenénstvaeer (First 
Name urinorm picketed. the AQAG group and held an 


American flag and a sign with printing on both sides. The’ 


first side read, "I Object to the Use of My Son's Name by these 


Parasites." The other side read, "America Comes High, Is 
This Farce Your Contribution???" 4U B, 


On July 31, 1969, a spokesman for the Pentagon 
. Security Police advised that a group of about 30 people 
a 6 , 
* Bs . 6 iz 7 


ay 








A QUAKER ACTION GROUP ae ; 
DEMONSTRATIONS AT THE PENTAGON . 
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affiliated with AQAG arrived’ at the Pentagon shortly after 
noon time to picket and protest-U.S, action in Vietnam. At 
the main entrance to tthe Péntagon approximately 30 men and 
women sat on the steps and took ttrns reading the names of 
the ‘American War dead in.Vietnam. Across the: parking lot 
nine demonstrators held photographic enlargements of Vietnam 
‘wounded and oppressed and a poster reading, !'What Quakers See - 
in Vietnam."' Those on the steps had a poster reading, 'We 
Mourn Vietnam War Dead.'' One counter-demonstrator carrying 
an American flag displayed a poster protesting the use of | 
his son's name by the other demonstrators. The Quakers also 
distributed a flyer entitled, "Do You Know the Trust About 
Vietnam Troop Withdrawal?" This flyer was put out by AQAG 
with endorsements from the Catholic: Peace Fellowship, the 
Episcopal Peace Fellowship, The Paes etree Resistance ance 
the War Resistors League. OD. , 


; At appaoniuenery Ll p.m. on the concourse inside the 
Pentagon on July 31, 1969, about 20 men demonstrators gathered 
and attempted to hold a mock religious service on an inter- 
denominational altar set up at the southern end of the con- 
course. Seven males and three females formed a semi-circlé 
around the altar and three other men dressed in clerical 
garb placed a loaf of bread and a bottle of wine on the 
altar. They were asked to clear the area by Pentagon Officials 
and one ‘of their group, who was taking pictures, started em- 
bracing the other demonstrators. This entire group of 14 
was arrested and taken to the U.S. Marshal's : x= 


At that time Assistant U.S. Attorney 
Eastern District of Virginia, advised that his office 


ecided to release those arrested because they were attempting ~ 

to hold a "religious exercise! on the altar of the interdenomi- 
national Space reserved at the southern end of the concourse. “ 
fhose arrested on July 31, 1969, were: U 
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This document. contains neither recommendations 
nor conclusions of the FBI. It is the property of the FBI 
and is loaned to your agency; it and its: contents are not 

_to'be distributed outside * your agency. D . BB 3 
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Transmit the following in 





2 (Type in plaintext or code) 


“AIRTEL — 
(Priority) 5 : | 
TO: DIRECTOR, FBI (100-445453) 

FROM: SAC, ALEXANDRIA (100-71) (P) 


SUBJECT: A QUAKER ACTION GROUP 
IS - MISCELLANEOUS 









. Re Alexandria teletypes to the Director 7/10, 7/11, 
7/17, 7/18, 7/24, and 7/31/69. O 


Enclosed for the Bureau are ten copies of an LHM 
titled "A Quaker Action Group,'' and for other offices which 
are origin on the demonstrators arrested at the Pentagon is 
one copy each of the self-explanatory LHM covering demon- 
strations at the Pentagon by the captioned group on 7/10, 7/17, 
7/24 and 7/31/69, U 


~ Bureau (100-445453) (CEnc.-10) 


2 

L - Baltimore (ENc.-1) CRM) 

1 - Boston (Enec.-1) (CRM) 

1 - Cleveland (EBnc.-1) (CRM) 

1 ~ Philadelphia (Ene.-1) (RM) . 

1 - Pittsburgh (Enc.-1) (RM). : 

L - New res a cmp _ ALL INFORMATION CONTAINED 

1 - Newark (Enc.-1) (RM HEREIN IS UNCLASSIFIED 

1 ~ New York (inc.-1) CRM) 

1 - Louisville ce (RM) DATE UE BY 62 5 Hy 
‘1 - WFO (Enc.-1 ; f : 
CP Alexandria (100-71) YfP ER SVVJAI ' 


eta . 4 eee! 


5a. Fa nee 
a a EISSRUS Z ABTB3y Porat en 
Special, Agent in Charge. 
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Captain BIC 


: eee for Pentagon Se ae. 


Alexandria will continue to follow arrests and 
report dispositions on demonstrators arrested at the Pentagon.U 


Copies diecaiees locally to AUSA, EDVA., U.S. 
Secret Service, 116th MIG, OSI and NISO. v : 
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is 
{ TO: DIRECTOR, FBI (52-2827) ~ 
5 ’ Attention: FBI Laboratory 
of ‘ Document Section : 
¢ FROM: SAC, PHILADELPHIA (100-52049) 71061 7008/7 


SUBJECT: 


| NFORMATION CONCERNING ae 
{ : CAveonun SUSPECT) 7c TD 
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F Re Baltimore airtel to Bureau and Philadelphia 
dated 6/3/71 captioned as above. U : 
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requested to compare handwriting of 
with the handwriting submitted in the 
d: Break-In" case under onneau file. 25- 
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The Bureau is requested to furnish one (1)’ 
copy of this 302 to Legat, Ottawa, to determine the 
subscriber to the telephone numbers ha’ a 5° 4 
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John Edgar Hoover, Director 





SSA; DGP - CONSPIRACY (iEDBURG 


00; Philadelphia FBIFio No. 25-GO8G93 


bes Lab.No. De%10621089 KU 
~ Examination requested by: Baltinore: 


“Réferénce: - Airtel 6-17~7L. ‘ MLL Henan j ue 
Examination requested: Docunent , HH 8 by Upon 
: | — pATEG=H- 

emarks: 


a6, 2 2 Yor your investigative assistance only,: 5 

similarities were observed when ‘ES was conp: 

= Q231,, Q240,, Q247,, 0248, Q520 and 522 in the 
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AN OPEN LETTER TO THE FBI | 


Among the files liberated from the-Media, Pa., office of. the Federal Bureau of 
Investigation early in March was a memorandum on WILPF dated September 24, 1965. 
Mr. Hoover's agency, aroused by our announcement that Martin Luther King, Jr., would 
speak at our 50th anniversary dinner, became concemed over possible communist + 
infiltration of our organization. Attached to the memo and sent to FBI offices-in 37 ! 
cities around the country was the list and biographical sketches of candidates for | 
national board printed in our newspaper, Four Lights, July 1965. i 











We neither appreciate nor need the FBI’s snooping on us or our members. We 
have always operated in an open manner. We welcome as members all who believe in 
working by nonviolent means to create the conditions which will make peace and 
freedom possible. We do not inquire into the political affiliations of those who wish to 
join us. 





We have publicly and repeatedly rejected anti-communism as a basis for foreign 
policy or as_a tactic for witch-hunts and political repression at home. We pride _our- 
selves on our international outlook and on our sophisticated approach to political and 
economic questions. We recognized long before it became popular to do so, that 
communism is not monolithic, and that there are. merits as well as imperfections in all 
existing forms of political and socio-economic systems. We-do not: believe in “devil” 
theories. 


citizens who believe in freedom. Technology with its advanced snooping devices and 
data banks makes the operation of information-gathering agencies a grave menace to 
liberty. We call for a curb on Big Brother, and resolve that we will not be intimidated 
by those who seek to discredit us or to distract us from our goals. 


Naomi Marcus, Chairman, Policy Committce 
pendigtec® ge ies 
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TODAY VERIFIED INFORMATION RECEIVED AT FCI, MILAN, JULY FIFTEEN, 
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PERNELL UNIWERSITY, ITHACA, NEW YORK, 






TO THE EFFECT 
FIFTEEN, LAST, AS A RESULT OF ACCIDENT, NEW YORK CLTY. 


» MOTHER OF SUBJECT, DIED JULY 


UNRECORDED COBY FILEL 1 00.442/89 . 
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FUNERAL. SUBJECT DEPARTING DETROIT METROPOLITAN AIRPORT FOUR bIC 
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PAGE TWO 

DE 1068-39117 . 

FIRST STREET, diy vo CITY, UNTIL JULY NINETEEN, NEXT, AT 

RWHICH TIME HE WILL DEPART NEW YORK CITY VIA A NORTHWEST FLIGHT, 

DEPARTING JFK AIRPORT AT TWO THIRTY SEVEN PM AND ARRIVING 

DETROIT METROPOLITAN AIRPORT EIGHT SEVENTEEN PM, SAME DATE. U 
ABOVE INFO BEING FURNISHED IN VIEW OF SIGNIFICANCE OF SUBJECT. 
NEW YORK ALERT SOURCES AS TO SUBJECT'S PRESENCE IN NEW YORK 

CITY AND ADVISE BUREAU AND DETROIT OF ANY ACTIVITY ON PART OF 

SUBJECT OF INTEREST TO THE BUREAU WHILE IN NEW YORK CITY. 
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PURPOSE; To advise you of jithe results of our efforts to 
identify Xerox Models 660 and 2400 machines used to copy stolen 


Media documents and request permission to destroy the copies \9 
obtained from suspect machinesxthat did not show identifiable Wo 
characteristic marks. \ \ 


FACTS: During the investigation of the Media, Pennsylvania, 
Resident Agency burglary, examination of surfaced Xerox copies 
of stolen FBI documents revealed that specific markings were 
noted on some of the copies. It was determined that a: Xerox Model\§ 
660 left a specific mark as did a Xerox .Model 2400 mathine and 
extensive efforts have bem made to locate these two Suspect machindd 
As of this date over 4,500 Xerox samples have been obtained and 
examined by the FBI Laboratory with negative results. These 
samples are currently being stored in the FBI Laboratory and 

no longer serve any useful,.purpose. Destruction of these samples 
would save space. The various field offices will maintain records 
as to the identities of Xerox machines examined. U 





ACTION: If approved, fhe FBI Laboratory will be advised to 
destroy the previously examined Xerox samples. This request was 
‘coordinated with SAC Roy K. Moore at Philadelphia and he has no 


objection to the destruction of these samples. 
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Rion Airtel 5/3/72 At) INFORMATION CONTAINED 
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= Te AE Bp e 
The attached xoport is suppleadnatal YE / f+ VG 


Laboratory ropoxrts in this case dated 6/17/71, 0/21/71, 
and eee She oxoninations requested in your 
airtel 6/3/71 and your letter 6/6/72 aro continuing 
and you will bo furnished additional supplenental 
Laboratory reports relative to these examinations. O 
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SSA; DGP ~ CONSPIRACY 
(HEDDURG - ECCSL) 


‘Specimens received 5/6/71 
Evidence listed in Laboratory report. dated 6/17/71 
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PROVIDED A LEAFLET WHICH ‘WAS PUBLISHED BY THE "NEW 
YORK HARRISBURG DEFENSE COMMITTEE, HENRY HUDSON HOTEL, ROOM 
THREE ELEVEN, THREE FIVE THREE WEST FIFTY SEVENTH STREET, 
NEW YORK, ONE ZERO ZERO ONE NINE, TELEPHONE FIVE re ONE 
DASH ONE SIX SIX SIX = ONE NINE NINE SEVEN". sea 
' INFORMANTS FAMILIAR WITH THE NEW LEFT IN NYC AREA . ois 
WERE CONTACTED CONCERNING ACTIVITIES OF SUBJECT BUT WERE UNABLE 
TO FURNISH ANY INFORMATION. Oo 
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The attached Laboratory report supplements 
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4/13/71 and 7/19/71. O 
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BURG case as. writings of either . 
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was, submitted in the - 
and.in view of this uncertainty; 
results of the comparisons: were not included in the attached ig 
Laboratory report. 
ting and hand printing of 
. . mentioned in the attached 

report, would probably be of value. 0 
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Rhewn Standards of approxinately 170. ‘Suspects in ae 


, Gases in this natter with the- ‘questioned material in the 

- easé, such comparisons have: been: coripleted with respect-to 
- approxinatély 88 individuals and. Ql through ‘Q617 in the 
_ease. When the coniparisons petween the. renaining suspects and. 
Ql through Q617 have becn completed, tlie available known standards 
of these approxinat uspects WAL be: compared with Q618 
through Q729° in: the ase. As these coriparisons., are 
completed.” you will be furnished with, additional supplemental 
Laboratory BePOENe O 
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Result of examination: 


It was concluded the Gucatuoned hand p 
Q230 and Q262 surveillance cards was prepared by 
K23, K24 and Ke25 (BASTCON). Similarities: were observed when the 
known Standards of ‘this’ individual were compared with the 
questioned ‘hand printing on Q10, Q18, Q227, Q233 and Q430, but a 
definite determination was not possible due to the Limited. nature 
of the questioned and known material. UO b6 
ke 
t was further concluded thd ____—_—_|siagnatures: on: 


IZ 
the Q117 membership car check and. the 9243 marriage 
license, a name on the Q246 ce were 
written by Keé and Kel2 (EASTCON).-U 


The further. conclusion ‘was .veached that the L___] 
. the inside caver of the Q204 notebook, was written 
by ' Ke26 and Ke27 (EASTCON}. Similarities were 


observed when his known standards were compared with the. questioned 
hand printing .on Q37 and the hand printed words "Mon job check & 
describe lock to d b door on the bottom portion of 9288; however, 
a positive conclusion was not possible due to the limited nature 

of the known standards. 


Due either to the limited nature or. comparability of the 
available known standards, or to the limited or illegible nature of 
the questioned material, it could not be determined définitely 
whether any of the remaining unidentified handwriting and hand 
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NOTE:: = Th ee that: there : may be no misunderstanding onthe part of 
Philadelphia and Newark relative-to the action to be taken with the press 
lee or other'outside sources concerning the intended break~in-of the Federal 
Go Building at Camden, New Jersey, during.theiearly morning hours of 
it (26/7 1, we are going on record with ids’ SHFICR ‘With Respect: tosthe: asl 
ha —-«-Eastcon case. It is imperative the. information they give ‘to the press be: 
--- confined strictly to the facts of the Camden prea qua that there.be no 
menti@nof Berrigan and:the Eastcon|argap hve sitedd the current criminal 
wer j* Batre States District Court, Harrisburg, Pa. Vv 3 
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Director dated 6/18/71, captioned Baltimore Committee for the -s 
Defense of the Harrisburg Six, aka Défense Committee, 530 os 
East 22nd Street, Baltimore, Maryland. IS-MISC (EASTCON) 00:BA.U °'” 





For the information of each recipient referenced » 
airtel set forth results of pretext telephone conversation to 
the headquarters of the Baltimore Committee for the Defense 
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or steed ERE 8 UY ASSIFIED 
: Result of examination: v ae ATE. IBY 
, ‘It. was determined that the typewriter dyiproas’ s 
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| “ALL a eorl ON. ahd 


on 'K5118 thr ugh: ‘K5120. were not prepared with the questioned 
‘typewriters used in the préparation of specimens. previously 
submitted in. the MEDBURG, EASTCON. and GARDBURG. ~ ATTEMPT 


D-710719084, LC 
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| : “The Christensen and Wright wieiaess ‘ane not 
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and GARDBURG ~- ATTEMPT cases for: meaningful emperors to . 
be made, Therefore, it was not possible to deterh ether 
| naterial ‘was or was not prepared by 
or . glck 


The subnitted. evidence will. be returned | separately. 
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A search of he /. LE 
AN following items: Als 
es "e ’ 
fea Rg ge 
on ? ; - fy Bove. 
l= On the back of the above cards, the following local ws Sn 
fa board stamp was shown: a 
= Salus 
= Local Board 60° "|: 
I S Second Floor ies 
eA 113. South, Avenue ; iam f° 
a Media, Pennsylvannia; 19063. © . 
te One (1) American National Red Cross card certify- Ane 
a _ ing — completed the instructor's course Wy) 
se in Water aaeety at the University of Illinois. It was dated “= 
rf May of 1968, | Bu 
ps . 
‘oS be 
?. BIC 
: for Colonial Products, Dallas, Texas. ‘was 





Grom the Member of National Association o 


165 Cente¢ Street.Winona, Minnes thorizing 
q BE ateey ‘PEO 


solicit: orders from Colony House, 
ida ert 04 sas 


a void after January 1, 1972. wo ok Pia 
JUL ¢ + One (1) identification card | 
: Lrect_sceLling Companies, 
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e ES By ; 


Cookware, Gilhard China 3 0 
(> Bureau (Encl. ENGE Ro wy \ me 
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1 - Chicago f | opel fy 
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ee . CG 52-6021 a 2k Fe 


7 One C1) ) Civi ¢ i bification. 
; : _ eard in the name of : 
ye _ One (1) 1971, ater onddi niuber[__ 
Lltiicn bore the signature Colony House 
ncorporated, 1018 Broadway; ‘Réckford, TIIinois. yo ~ 


aes 


was questioned about the above identifica-. 
- received the identification cards for 
(LAST NAME UNKNOWN) im June of .1970, © 

ile both were working for the Colony House Incorporated, 2 
Rockford, Illinois. He obtained them for tise as: identification . 
' since; he-was not a é A = 
further statements regarding: 
getihim into any trouble. VU" 










b6 
claimed he knew nothing of the Federal  57c 
‘. Bureau of Investigation (FBI) Media RA breakin. v. ' 


. Regarding, the -card for ae |, he: . - 
advised only that she was'a former girlfriend of his. oe 


He advise: t the AT&T credit card for Soma! 
was given -to him by. on one occasion when it was nec-~-- 
_-essary to charge a phone call and he simply failed to return 
7 at. oO : ; : . ‘ 
' Inasmuch. as two: of the enclosed items bear. stamp 
_of Local Board: ‘number 60; Media, PRennsylvannia,- and ‘could * 
possibly be stolen, the labozatory is requested to compare. 
the handwriting and -typewriting with that submitted -in 
connection with MEDBURG. Laboratory should also consider 
proce rs for latent fingerprints if it is felt it would 
be of value to MEDBURG investigation. © 
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Bae 1 4 Me. Rosén b6 Rosen 
“A. Rosen ‘ L =- Mr. Shroder b7IC Walters ae 
6p ‘i= Mr. Campbell a 
SUBJECT: CMEORUR ae ... - Mr. Ponder ion 
y * BURGLARY. OF FBI RESIDENT. 1 - Mr. Mohr . 1 - Mr. Dalbey. oeny 
AGENCY, MEDIA, PA. 1 - Mr.. Bishop 1 - Mr. ‘Gale © 
\ 38-71 1 - Mr.. Cc. D.. Brennan 
NN This is to. summarize the current Tene Of « our inves- 


. tigation of ‘captioned matter and to consider future. plans ‘in 
ficecesince with , tie ‘development: of information indicating a planned 


SE on 
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break-in at, the/Post Office Building if Camden, New Jersey, sche =du ted 








Wfor July, 25, 1971. Ob : 


i John: Peter Grady, a close assodiaté of the Berrigan 
‘brothers; according. to several. sources,. claims to have planned and 






co 

= partici e Media. burglary. ‘He was Allegedly assisted. by 
= Fathers. Péter. Fordi ,. ‘and Edward: McGowan. In 

b— addition, atm - three ‘other alléged associates. of the Berrigan 
= group ‘are. believed to! have participated. Through information 

© recently developed, Grady. ‘has: been pinpointed as the individual 

= who masterminded at least (14 ‘of the 18. bréak-ins of, various 

o2 Government: ‘facilities during the past two: years. He currently e 
SS heads' up what ‘is termed the “action group" and is reported 

vee {xeliably as being a staunch advocate ‘of "hits" on Federal 

a ‘facilities .as a’ means of. embarrassing the: Federal Government. ww ae 
ca 

ss ‘ During. the. ‘past ‘several weeks, we. ‘have been successful 

g in inserting a highly. productive source ,into’ a group -led by Grady 
Zel hich ‘is presently planning .a break-in. of the draft board office 
< ith alternate ‘targets. being Military ‘Intelligence and the FBI 
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esident ‘Agency, all, ocated in the Post Office. Building at Camden, 
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m=? 
a3 fe ew Jersey, a Government: reservation. The early morning. ‘hours of 

= unday ,, Twly: 18,;° 1971, was the gQriginal, target date... However, | 
aD — hiladelphia has now reported that, in all’ probability, the 
tw 2 it would be delayed until July, 25, 1971, in order to allow. elements 
i rom the Néwark,. New Jersey, area to. participate. Under the 
= \ direction’ of SAC Roy kK’... Moore,. on special Medburg ‘assignment ,. with 
S tthe .cooperation of SACs, Philadelphia and Newark, arrangements. have 
— been perfected aimed at apprehending these individuals’ red-handed. 


Hopefull Fordi, and, McGowan will participate in -the 
Camden break-in, aS Well as. others ‘involved in the Media burglary. 
Precautions have been takén: to. cover. our. Resident Agency at al. 
tines!” Tn. 1a the HE ‘are ‘on continual Siete to, swing. into 
action shguld the h 
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Memorandum .to: Mr.. Sullivan 
Re: ° Burglary. of: FBI. Resident - ‘Agency. 
Media ;- Pennsylvania, 3-871 - 


With respect, :to: the proposed. Camden break-in, it was 


‘tthe ‘standpoint: of protecting our. .source, who. has successfully 
associated himself .to a very. close ‘degree’ with Grady and, more 
important,. -insuring: there be ‘no leak which. would scare Off Grady 
‘and his: group. By memoranda June: 28 ‘and July: 7, 19:71, we pointed 
out: -the ‘importance. of° keeping :these ‘plans. dGonfidential,. it being 
‘imperative: ‘that :there be ‘no dissemination outside ‘the. FBI at this 
time., It ‘Ls “SAC Moore's, recommendation wé ‘not. alert ‘at this time 
‘any: agencies. having an interest and/or located iin the Post Office 
Building... . This would anclude General Services Administration,. the 
| military... Selective Service, and Postal authorities. . To do so might, 
1 result ‘in. ‘activity. which could very. well ‘alert. the. ‘alleged 
‘\perpetrators. who are very, sensitive ‘to. any; unusual activity. and 


es the ‘outset ‘that ‘secrecy was. ‘imperative--both ‘Erom. 


who. have ‘the ‘Post Office “under surveillance .U 


"It, ‘should be. noted “thé ‘Internal security Division of the © 
Department has requested ‘it be advised of ‘all matters. having any 


known to. be -planning. participation in the ‘Camden ‘break-in. ‘are. among: 
those ‘indicted with Berrigan ian the Eastcon case.. Nevertheless, it - 
appears: persons ‘associated with ‘the ‘Berrigan, ‘group are. ‘involved in 

the ‘planning. of the ‘Camden ‘break~in ‘and’ ‘all ‘seen to. be inextricably 
intertwined ‘in the Berrigan and’ Eastcon philosophies. VW 


the ‘Internal ‘Security. Division indicated, iin view: of the ;interest . 
of that Division sin. those individuals ‘associated -with ‘Eastcon and 
the Berrigan supporters’: they. desired the Media. case be ‘handled in 
its:ventirety. by the ‘Special’ Litigation Section of ‘the Internal » 
Security: Division. . They ‘also requested that tin addition :to. 
communications: all: prosecutive presentations ‘should be made ‘to the 
Special: Litigation Section. WY 


ACTION: «| In view. of :the ‘above developments. ‘indicating a tentative.’ 
‘action date ‘for July: 25, 1971, it is recommended this. matter. be © 
‘presented .at ‘this ‘time "to. the ‘Special Litigation Section well ‘in 
advance. of the ‘target. date in. order that there can be ‘no question 
concerning: the propriety. o£ our ‘proposed faction. . The Bureau. 
obviously must fulfill :its: responsibilities ‘in this ‘case Which. . 
might involve: ‘the ‘appreliension of ‘from 15 tos 25 ‘individuals: sin .the 
commission of -the. -intended break-in of the Post, Office Building. 


" t- 


CONTINUED. -. OVER . 


possible ‘connection with ‘the Berrigan, group. None of the ‘individuals - 


It is ‘also noted that :in a memorandum dated March: ‘29,: 1971, | 


In: order. to: preclude .as' much ‘as .possible ‘any; unforeseen difficulties, . 


oe 








Memorandum .to Mr. Sullivan 
Re:. - Burglary. of: FBI’ Resident Agency 
Media, Pennsylvania, 3-8-71 


it is recommended that ‘SAC ‘Roy. K.. Moore,. who has :the responsibility. 
for. the ‘overall direction of this, ‘situation ,. be ‘immediately 


instructed to report :to Bureau Headquarters ‘for a full discussion 
‘of his proposed plans.’ If. approved, SAC Roy Moore, representatives 
of the Special Investigative’ Division and General ‘Investigative © 


Division, and Mr. Dalbey. will present ‘this matter to the Special 


Litigation Section of the Department ‘with reference ‘to ‘the ' 
contemplated prosecutive ‘action in the event a break-in ishould 


. occur. U 


In view of the sensitive nature of this material, 
tickler copies are being hand carried. U 
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7. This concerns the proposed burglary of the Camden 
| Federal Building, V" : 
. By separate communication, Philadelphia advised | | 
| burglary of Selective Service Office, Camden Federal + 
. Building, planned for early morning hours of 7/26/71, - | 
did not take place. John Peter Grady and his group 
) participated in dry run on Camden Federal Building. { 
‘ evening 7/24/71 and Grady, although satisfied, ‘felt 
: security procedures could be improved and decided 
more practice was needed by his group. UV ] 
Attached advises source developed information that 





Medburg subjects Joe O' Rourke, Pete Fordi, and Ed 

_ McGowan may participate in this burglary. Source also ; 

. developed that 12 other individuals (names not known) h 
: from Philadelphia may also participate. Grady ae 
! No 
| Specific date set but source MT Uress-renear sal 

will be needed prior:to isa eae sein y bID 


ALL INFORMATION CONTAINED, | 
| | 
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PAGE THREE . ta Le 
| PH 52-7165 pe | , 


SUBJECT MURPHY [sd twat JOE O'ROURKE, PETE FORDI. 


AND ED MC GOWAN ARE POSSIBLE PARTICIPANTS. U. 


[-—- —— —— — = reer THAT TYELVE OTHER INDIVIDUALS 
(VAMES NOT KNOW) FROM PHILADELPHiA WILL ALSO PARTICIPATE. MURPHY 
fe ee abr 7" 
[S™~™~™CC*C*#@Cd;SEXPRESSED GREAT IWTEREST IN 
“MELITARY INTELLIGENCE AND' FBI RESIDENT AGENCY LOCATED ON, Fount. os 
| AUD SECOND FLOORS OF FEDERAL BUILDING RESPECTIVELY «U1 
MRUPHY AND DUNHAM. WILL RETURN To: nei YORK crty: THIS DATE CHONDAY) 


oy 
TO CONTACT ‘0° ROURKE: AND, OTHER | PARTICIPANTS. a 





pe FULL DRESS REKERSAL WILL BE NEEDED ‘70. INCLUDE 


ALL PARTICIPANTS BEFORE acTuaL HIT. U a, | ce 9 it is 
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MEDBURG (CAMDEN ACTION), 
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OSS eek. = 
RE_caupen ACTION WITH JOHN PETER GRADY, THE PRIME, MEDBURG SUSPECT. + b7D 
SQURCE DEBRIEFED aT LENGTH ND ADVISED AS FOLLOWS#"U- - i 
OW SEVEN TWENTY LAST SOURCE ADVISE 
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i 4 
IN FORTHCOMING .cAMDEN OF DRAFT BOARD CAMDEN ; 
FEDERAL BUILDING. SOURCE FURNISHED 





SOURCE 
BY GRADY.U , 

DURING PERIOD’ SEVEN TwEeNTy-~ TWENTYFOUR LAST GRADY aND GROUPs 
CONDUCTED NIGHTLY SURVIELLANCE OF CAMDEN FEDERAL BUILDING : 







FURNISHED 4 





FOR PURPOSE OF GETTING ADDITIONAL INFO REGARDING POLICE PATROL PATTERN, Ms 
NIGHT WATCHMEN’S ROUNDS AND GENERAL VEHICULAR AND PEDESTRIAN TRAFFIC ic 
IN VICINITY OF CAMDEN FEDERAL BUILDING. O < nae 
END PAGE ONE - e 
> ALL INFORMATION CONTAINED : 
HEREIN IS UNCLASSIFIED i 
; (DATEL ALES BERS KI gy 
PPL Sida? 
| SR GYSR IT. 9389 
ee OE, Sa Sporn SLSR ee ten ones Se 
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PH 52-7165 ae 


ON SEVEN TWENTY THREE.LasTGRaDy[ ss sss—s—i«Sé 


BY PREVIOUS. AGGREEMENT , ROBERT GOOD, NEW YORK: DEFENSE. COMMITTE’, , 
MET WITH GRADY AT COLLINGSWOOD NJ. REGARDING CAMDEN ACTION AND, THEN 


PROCEEDED TO NEW YORK ‘CITY TO RECRUIT NEEDED ADDITIONAL PERSONNEL» ONy 2 


ay, Vark Cre ‘ b7E 
SEVEN TWENTYF OUR. LAST G 00D: RETURNED FROM N-e¥-eC-o- IN-. COMPANY OF ANN 





DUNHAM AND- FATHER EDWARD J. MURPHY. ON SEVEN TWENTYFOUR LAST GOOD, 
DUNHAM, AND MURPHY ATTENDED MEETING wrTH GitaDY micHaEL e1ocoNDo, 
ANITA RICCI; KATHLEEN RIDOLFI, AND FATHER MICHAEL DOYLE [ —sid;C;s 


sroup [Sd 


END PAGE TWO  ° | ni, 
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EASTCON AWHERELE IS. ASSiFIED Je 
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Re Baltimore airtel to the Director, 7-8-71. yo SD 
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Washington, D D.C. 20537 
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IDENTIFICATION DIVISION 


LATENT FINGERPRINT SECTION 





YOUR FILE NO. 


soly 25, LO7L 


FBI FILE, NO. 32522504 F z 

LATENT CASENO. Ax? 394 : REGISTERED 

sor Vay Thsaea J, Beaton ALL IME THIN CONTAINED! 
Giles of Police 







Post Offices Boss 226 HERES, Go! Se 
Media, Pennsylvania 19063 DATE YS | | 


‘ALD INFON frnep GG. 
HEDBIN 1S WACEASSIFIED ry | 
ne: USM SUMIEOECS) 5 EXCOPT WHEAB. SHOWN 
io ALRTROTS G2 ARS ET ‘OF LODAL OTHERWIS: 
may? BOARD , 
SEDEA, PRENMISYLVAUTA | 
WAY 26, LOL ( 


REFERENce: Lattor June 23, 1971 
EXAMINATION REQUESTED BY: AAdetasce 


SPECIMENS: = Fhree: aoe of Intent prints 
Six liste 


This report supplements Latent Piniérprint 
Section reposts: of Joly 12, and July 22, 1972. b 


further reference ig made to receipt o£. 
two additional photographs, in connacticn with, this 
ee from, FOL, Pailedelpria Division. o . 


Six Latent Ringorprints and one Latent | 
palm print of value are present cn the nix Lift. b6 
Five of these Latent fincerprints and the Latent: palm = »7¢ 
eeine a also are present in the five photographs. vo’ 


Tolson 
Sullivan 





(Continued on next pagé) 
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(See. addendum page 2) BA -GLO27 ~ 
; -— 1- | ria Room 5716 3B ni 5 de incomin 
ee ~ Bufile (52-94527 Wiener 
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PTE Pe, thomas: J. Bruton uly 23, L97k - 
re Se ae - Phe Latent fing exprinta one. he Intcar 
ee ee Pain point BG MSE | a | 














a. TSCrprart oO Of the o 
tyonty-orle. "Individuals. _ No pain. prints wert 


(0 le. tebolved with, xeferenced Letter for the. thar - | 


oe ctronty-one individuals. ; a 
Ln eas es The ‘phot ography of the ‘intent printa. : 
20 SU pwe being: retained and will ‘be available for any 

| >. adattfonal ‘comparivens yor tiay desire, The Liste” 
& -  . “ARE enelorel. O 


on EneLesuree (6x: 


= ot 


Naan ee ~_ ADDENDUM 0 PHILADELEITA = 


This, report’, suppLentetits. Latent: Fiuderprint 


= Section, reports to foe ansie Diivisién, dated 6-22-71 
and 7-13-71... 


an - These Latent prints not identical soupataite 
areas o£ all, Latent prints: previously: reported in 
; ++ Connection with MEDBURG case, or with the fing gerprints 
w+ . did available.palm prints of all inown extremists 
|) 7 Maméd to date. "U. 


t 


: ALL Latent” petits, paponied in conriection with; | 
the. es break~in, ‘o£ the local ‘draft board in- 
. + « ,Média, Pennsylyania, are. Being maintained under. Bufile 
ce HB2-225hlby latent case #A~-39006. U © 
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eee eae os Buffalo’ cree : 
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Examination requested: . "‘ALLSINFO at [ON CONTAINED 
Document ~ Cryptanalysis HEREIN IS WYOLASSIFIED © 
Remarks: - . ; EXGSeT WHOAS-SHOWN ‘ 


The results of the cryptanalysis examination and 
the return of the’ ee evidence Walk be. mena se Separately. 
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a ee ~- New York (52-10075) Enclosure, (Lab report) pie 


Bishop Le Washington . ‘Field office” , BRCLOR YT, (hab report) 
met6y pe 
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FEDERAL BUREAU OF INVESTIGATION 

WASHINGTON, D. C. 20535 
ro: SAC, Buffalo (100~19617) Date: June 1, 1971 


FBI File No. 52=94527-/00~ ~987991-]4 
LabeNoe = D=710525079 LC 





Re: ie . 
SM - ANA PA we 
(MEDBURG SUSPECT) 


b7C 
Specimens tecotved 5/2 4/71 


van 


Ke4952 Photocopy of envelope and two-page letter bearing known 


Result of examination: 


The handwriting, Ke4952, is not sufficiently 
comparable with the questioned material in the MEDBURG, 


BASTCON and GARDBURG ATTEMPT cases for nee nee comparisons 
to be made. VU 


The submitted evidence will be returned separately. 
Photographs are mevened: A): 
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Specimons received 5/26/71 ‘ Rae 


RESG52 Photocopy of env 2 tupepage letter bearing 
known writing of| LD 


Result of examinations 
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wade characteristics of specimen Kc4952, authored 
by , were not found to be siqnificantly similar to 
: languaye characteristics of those contained in MEDBURG specimens 
corposed by the Citizens’ Cormission to Investigate the FBI 
and GARDBURG ATIEMPT specimen O50. D . 
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Result Of oxamination: 


_ EASTCON; GARDEURG ~ epore: 


Kel0 Photocopy of 'typévritten "ail Fund Teach-In" 
‘CASSERO). hearing handwritten and hone d Zone 
purported to be by ae eee and 
photocopy of typevr ODS | FUND 
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It was concluded the Ecl0 typevriting was not is 
propared by the sane typewriter used to prepare any of 
the questioned. naterial in the following cnses: MEDDURG: — 
ee 
DGP ‘CONSPIRACY. \e) 


Due to the Limited nature of the Kol0 handwriting 


‘and: h g, 4t could not ba dotermined definitely 
ehathen eae or did not prepare any of the questioned 
‘handwriting a rinting received in the MEDDURG, 
GARDEURG, and ases. Nothing of particular 


‘Bignificance was noted during these comparisons. 


Spceeizien KelO was photographed and is retained. U - 
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1 copy, and for 6 copies, of insert_reflectin 
‘y|\ ¥, investigation at N. C., to identity, 
* a - 


gation will be conducted concerning 
it being noted indices are 
negative, unless advised. to the contrary by Philadelphia. \Y 











EN , ONTAINED 
“pstenore  (S2- ders) Vine. 1) ALL INFORMATIONS HED 
e elphia (Be F168) (Enes. 6) HERELE 5 () fall 
2-Charlotte : DATEL “ _BY 
THG:t14 per aia ° 
7) Sry sf). 139 
Wy s2- V5 27- 
SECURED 
Paseo 
_. 27 
DaAY G3. 971 Sent paeeencee 





~~ me 


Special Agent in Charge 





Q G 
INFORMANTS 


information in the insert was obtained from 
the following: U 


; Record: made 
available by. whose identity must be protected 
due to his position, WE 





arts 
wore - 
a 


ALL INFORMATION CONTAINED 
HERELS IS My Boe 


DATE pS RS 
figpenl 1447 - 


5a-T¥S27~ 9 39P= 


‘ENCLOSURE 


/ 





> © a 52-5897 0 0 
ae 614, 


ADMINISTRATIVE : 


The follow was coridue 
soya A — 
Noxth Carolina: u 








‘ TA source An B pos i ( ry : -. £ yy’ Soh vee LJ ry i. Pe 
information reported ths pe 


We bé 
~ b7c 
b7D 


DOGG eis = ee _ _sesesesesesSs_s=sESsH#f_sSs_ 





dices 6 be Charlotte ice are negative 


reve —SSS—_ [2180 Jmown as 
ee 


ALL INSP RATION a 
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Laboratory Tyansinigtal Poth é 
772% o 
“o& % ad ~ é ¢? 
\. LABORATORY as AS Cae 
FEDERAL BUREAU OF INVES @aTion~ 
WASHINGTON, D. C. 20535: ¥ - 
ae 
to: SAC, Philadelphia (100~-52924) ~ pate: July 12, ‘1971 


b6 ; yk 
hy BIC alti 


pe 








yet 


Net 


€ 


Re: 4 a een 
a * “as % + 
: ak 73 | EX-10. John Edgar Hoover, Director 


C/ 


= \ 
SH - HEDBURG SUSPECT a l 
52—94527 ame) © 
oe “WeC4D~710708008 aN =) 
Examination requested by: ‘Philadelphia Q Je) 
| © 
Reference: Letter 7-3-71 <— SS H : 
Examination requested: Document - Cryptanalysis \ } 
QY VY! 
Remarks: S NY 
‘The results of the cryptanalysis examination and No 
the return of the submitted evidence will be handled separatd. y iy’ 


GO Z 
wd 






ALL INFORMATION CONTAINED ON COWTATNED . 
ey maUEDAO H eI HOLASSIF Cc , x 










E SHOWN bac : 
"JUL121971 DATE ; apie! Zt ve 
a L 
ic Hoeen (2) (2 Lab réport) Eee 


' 


2 - New York (52~10075) Enclosures | (2) ¢ Weare 
2 - Philadelphia (52-7165) Encldsures | (2) e 


1 - Bufile (100-460495) », . rECS 
1 - Bifile (52-94781) ">". 





port) 
repo 






Tolson os 
Sullivan eee 
Mohr cane 
Bishop . TY 

Brennan, C.D¥4Q 
Callahan 


——— se aon (O- rh 
Felt .. “ 


ee 
allers 
Soustt od 7 A rac epawiue ADMINISTRATIVE PAGE. 


Holmes 


~ Gandy neue 
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Dr ty rie 




















MAIL ROOM TELETYPE UNIT(_] 


og a ' REPORT. QD -¢£ 
ieee ¢, “ofthe, & ee 
et WH on $ : Py. a ; all oe Vv a 
‘eS ee ia - 
Led, LABORATORY: a 
FEDERAL BUREAU: OF’ INVESTIGATION ; 
- ; WASHINGTON, D.C. 20535 
To: SAC, Philadelphia (100-52924). Date; ss JuLy' 12, 1971 - 
J 7 FBI File No. | -52--94527. a 
Re: ‘aka. gee D-710708001 'LC 


Specimens received WaTa7 1. Y " - 


SH ~ MEDBURG SUSPECT 


b6 
b7c - 


“Ke5094 Photocopy of Application for Learner’ Ss Permit, 
: Examination .and Operator's. Licens 
handwriting ‘and. hand :printing of 
‘dated: 12-16-57. Oo 
‘K5095. Carbon copy of ;typewritten letter: ‘dated 2-5-67, 
: ‘bearing the Signature (ie Sy 


ete eae 


The handwriting and Bane printing on -the submitted” 
evidence is not sufficiently’ comparable with the. questioned: 
material..on. specimens previously submitted in the HEDBURG, 
EASTCON. and GARDBURG - ATTEMPT. cases for meaningful comparisons 
+O be nade. Therefore, it was not possible to determine Whether. 
the questioned material was or was’ not Prepared by the writer 
or. writers of Ke5094. ‘and, K5095..U 


It was determined that the typewriter impressions. on 
K5095. were not prepared with the questioned typewriters used 
in the preparation. of ‘specimens previously submitted in the 
-MEDBURG, ‘EASTCON ‘and GARDBURG - ATTEMPT cases. 4). = 


The submitted evidence will ‘be returned: separately. 
Photographa are retained. ”) 
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- Goyarts 
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Sullivan 2. 
Mohr 
Bishop = 
Brennant C.D. mw 











Callahan .. 


CaSP er pnemesanenreemne, 





Conrad semen, 
Felt “ 
Gale .. 
Renae ‘Seiacicaienamet: 
Tavel 
Walters ” 
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" ALLINEOR a CONTAINED 
HEREIN IS, FIED 





Kat ot e 
Ws epdoms roti " a | ee 
SSA FPMR (a CFR) 10t11.6 ff . 
“.0° GINITED SEATES!GLJERNMENT ae \ ; 
Memorandum 
Tos, :DIRECTOR, FBI DATE: 7/3/71 . 


(Attn: FBI Laboratory) . 


‘SAC, PHILADELPHIA (100-52924) (P) phon 
O 0, 
fe naa > Do 


| 4 V SM - MEDBURG SUSPECT (10708004 


Enclosed herewith for the penorarony are the - 
following: U 


1. Xeroxed copy of Application for Learner's Permit, 





re examination and operator's license containing hand printing an 
# handwriting of subject. U 
ho) 

n copy of typewritten letter bearing signature 
nat ained from Public Information Office, 
ie LU b 
ike ’ 
ig The Laboratory is requested to compare the hand- 
[ei writing and hand printing of subject with previously submitted 
ss evidence in MEDBURG and related cases. U 
th. 
1 The Laboratory is requested to compare the 
‘= ‘typewriting characteristics with previously identified type- 
iat, 


writing samples in MEDBURG and EASTCON. 








ween 


Will advise Philadelphia of res 


(eg 


Be ee 
1S gine 


(@ Bureau (End 2) NCRM) 
i- Philadelphia 
3 4EE CIAEY 








COPY AND SP? YF: 
BOB LAB, “AChiUn AED ca 


Buy U.S. Savings Bouds Regularly on the Payroll Savings Plan 
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mele... US 


“fl * ” x, % 
t Saaen 
FBI HHL 29 gre, i 
nae, 7/8/7L Sams 
SIDE OR 
Transmit the following i ot) Gon ID my iat rm CLASSIFICATION 
A (ial aintext or code) 
AIRTEL ee Class, - 1287 Ais DEE 
Via xe r7 act 3 “ & _ eH Ge. Ye \ 
wie , Priongy ho Ore E 
eh oe ( rior OF REVEL L-2. 4,8 Te 2 









FROM SAC, NEW YORK (52-10018-Benassrsrmp Bv/2Z7 LEP/PB j ; 
a LIE KEPL PB | 


! . on_/ 
| \ SUBJECT a 
SM-NEW LEFT (MEDBURG SUBJECT)  gyacelned by 
| ae Declabstiy,om: OAD 
re SM-ANA (MEDBURG SUBJECT) u- 
by ¥ LT UE aka ALY 
< SM-NEW LEFT (MEDBURG SUBJECT) — cas 


ureau (Encl. 3) 
~Albany aoe 
2-Boston (52-6636 gett 
2-Buffalo (52-2230) seh 0 
2-Chicago 52-6021 ‘wg 
, 2-Cincinnati 
I-Detroit (52-6111) 
Q-Kansas City (54-5418) 
2-Newark (52-6817) togsitied DY_); 
2-New Haven (52-1972) ixempt frowNGn He 
cetiiedel pore (Encl. 4) yA Date of Béeclassificatig 
1-52-7105-G) 8 
1-100-51936 


rie “sa-99sa 7231] | 









o/ 


be. 
SED BY ROVZEHG | 
SLIP(S) OF 2222 
DATE YOY FIRS § 


APPROPRIATE AGENCIES 


AND FIELD OFFICES 


ADVI 


2-Pittsburgh (52-3023 
2-Richmond (52-5409) 

4} 2-San, Francisco (ee 16634) 

2-Seattle (52-9291) 

2-Washington Field (52-12554) 

SS 4-New York 

A N (1-100- 169106 
NM te 100-170627 


> RFB:dmd 
(S033) 
r ENGL 


eo 


=> EIEED 
UTENG SLEP 
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27 


ae 
PRIATS AGERG 





APPES 
OEE 


Youu 22 1 


Approved: Sent 


O9AUGI 0) 1971 Special Agent apa 





NY 52-10018-B 
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- RePHtel to Bureau, 5/11/71, requesting &elephone 
toll call records. be pulled: on a continuing: basiseQ- « 





‘Enclosed for the Bureau are copies of an FD 302, . 


“re toll calls for inclusion. inthe MEPBURG Automatic 
, Data Processifg Project. Ku sd: ces metered Yorker» Sredy 


ABP, Helgp °° 
Enclosed. for Philadelphia ‘are 2 copies of an ‘ED f15] Mg wc 


, 302 re toll call records. b7D 










a , au LS reques rough Legat, Ottawa, to ide pesty - , 
: : the subscriber to. the above telephone number. Boa A 


_ For the information of Philadelphia, leads ate 
béing set out to identify subscribers only to: those: 
numbers not identified by: receiving . offices in prior 
o> * communications, to Philadelphia and” New York. 3) 


: LEADS: ee ee 
Réceiving offites are requested to identify 
subscribers. ‘to the "following telephone numbers, search 


mames through officés. indices: atid on those containing 


references that are considered "New Left" furnish NY and 
- PH a humbhait ‘sketch, . 


ALBANY _ ey 2 





- - 


NY 52+10018-B CONF! AL 
BOSTON 


BUFFALO 


CINCINNATI 
| * 56 
DETROET b7c 


b7D 


KANSAS GITY 


| NEWARK, 








NEW HAVEN 
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ci tn ee 
~ - soit 
7 . 

- e -” 
g~ ee : = 

¢ ¥ ‘ ‘ . : ‘ 

a = s -' iS 

. a . 


NY 52-10018-B > = 
LEADS: (Goat'd) See i 
G es vate th. sab dy 





PHILADELPHIA - Nine 
=e S00 

e 
PITTSBURGH 7 
RICHMOND 


SAN FRANCISCO. 


| 


SEATTLE 


a3 b6 
BIC; 
b7D 


WASHINGTON FIELD: 


NEW .YORK 
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D-302 (Rev. 4-15-64) FX ; : 
° e * = a sa : ae ’ s 
"¢ Pe ° ) . * * 6 r 
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eae ‘ ” : FEDERAL BUREAU OF INVESTIGATION 


ein) ie TOI TE 


The records of the 


bé 
bi7c 
b7D 








¥ i. p. 
scaneanTion CONTAINE 

~ ALL ween VACLASSIELED _ 
HERES IN Me hoy 


DATE | a | -/dad 7 









HEREIN 
DATE af 
b6 
b7c 
7/6/71 NY , NY 52-10018-B 


OB sn eel 


by St 


Date dictated 
JUL 


2°97 document contains neither recommendations nor conclusions of the FBI. It is the property of the ce and: is loaned to 


} your agency; it and its contents are not to be distributed outside your 39 3 
ae 2 ae I f 














cs The above information is “not to be made public 
except in the usual proceeding foll: issuance of 
tecum, directed t 


. ; b6 
. a b7C 
. - a bID 
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mmr | er pT a ga TTT Te STO 
Prt 0 ate * * i . 2 
“ FD-36 (Revs 5-22-64) ‘ = $e - ,. 
te ae ed a spi 
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ae aa eco ee 


Transmit the.following in 





(Type in plaintext.or code) 





















Via _ATRTEL | oi 
se Priori ! 
ss a sn an nt he am aio es i hs Lr SU ee ne a _ 
TO DIRECTOR, FBI (52-94527) 
(ATT: VOUCHER STATISTICAL SECTION) 
FROM SAG, NEW YORK (52-10018~-B) 
SUBJECT MEDBURG | 
| me 
Re Bureau R/S dated aT, bID 
Concerning 
‘three legible copies of 
an FD 302. re 
ALL aaron CONTAINED 
: HERE 3 ie 
| | | bed Bel Ae 7 
7a - ; ee INFORNATty TAINED 
If 3-Bureau Danae 
| "1+New, York 3 YG/7 (St) 
REB: dmd 
(4) 
= M Per 


Approved: ee en nnn; Sent, - 
: Special Agent: in-Charge 








= s and . he Ly aS eo 
Wg ED-902 fev. "LPN leg 
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on Fm - ‘ es ae 


Beer BUREAD Or SINESTICA UG . ; 


"oo ede. = SUfO/7l 





The records of the 


b6 
bic 
b7D 


r i ORATION CONTAINER 
IS; NC} ASOIFIED | 
so 


: | _DATE 
— | Hype] be a 
| AL Broun Conrazhiap 


HERE 
bate Je Ge TEP gua hy, 





7/6/71 NY, NY 52-10018-B — 2d 


File # 
7/8/71 VC 
Date dictated —__________* = : 


This document contains neither recommendations nor conclusions of the FBI. It is the property of the FBI and is loaned.to 
, your agency; it and its contents are not to be distributed outside your agency. | 
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ae pareenernnenenrrernernnnrinentint rte et me a ae eee Stes BN 





vary, 








Foe TE ee Nw a i eto: i 2 25 oer, os 
ee een tine tanta baw Fal ean een en x — 
| a ¢ . i 
-~ * ~” 3 = 
~ ae f > © 
. a pe a * “re 
. « a a a Ld way 








NY 52-10018-B 


; The above information is not to be made public 
except ‘in the usual proceeding foll 
a subpoena duces tecum, directed to 
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4 ae 1712A, 


. seabaptonrere reat! Form 
7-72 @: 
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we =~ 





eet LABORATORY ar ae 


FEDERAL BUREAU OF INVESTIGATION Gs 
_ WASHINGTON, D. C. 20535 bIC 
to: SAC, Philadelphia (25-41932). pate: July 90, 1971 


ALL a ae G ONTAINED. 


vers 
ee pot 
SA; .DGP CONSPIRACY 


00; Philadelphia 





, john Edgar Hoover, Director 


FBI File No, 25-608693: 
Lab. No. D-710726123: ‘KU 


ELauideliansenuesies by: Philadeiphia 


Reference? Letter: 5/14/71. _ 
Examination requested: = Dacument Fingerprint 
Remarks: : wed ; va 





The subuitted evidence will be returned sepatately 
with the latent fingerprint report. ob 


For your investigative assistance. only, the examination 
of the questioned hand printing on Q81 enabled the observation of 
" significant hand printing sinilarities when Q2, Q3, Q81 and. Q143 
were compared with the known;hand.printing of JOHN. PETER GRADY, 
Ke4374, K4789 and Ke4922 BuRG)) ‘These similarities indicate 
the probability GRADY prepare $8 material and additional known 
hand printing of this individual would probably be of ‘value. ‘D 


~ 62-92 7- 
Ja -upuewte YELLOW -_OrRECSRGED™ 


\ 
ee ~ 7 on 52-94527 482 AUG -9 97% 
eee gr : ieee | vine 

a oa 7 : mere 
asper . 
Coned-—Enelosures (2) (2 Lab report) © , * 

1 | 


nove ES Philadelphia (52-7165) . Enclosure (Lab report) 


COMIS -/EP 


“- 
vw 














ORIGINAL FILED JN og 
< S 


ROSON medley, 
Tavel 


Natio — FCW:311. (7): 


ae 


| ng GAG Wa tB reuerven APH ISTRATIVE PAGE - 














eae. ee 











Pol son 


Mohr 


Casper- 


Q@81 Envelope bearing hand printed address 


Sullivan 


























L 
1 - LAB FILE 


woe LABORATORY ef 


FEDERAL BUREAU OF INVESTIGATION. 
" WASHINGTON, D.C. 20535 | ° 


Tos. sac, Philadelphia (2541932) pare: July 20, 1971 
FBI File No. - 20=608693 





Pe hesarneF Sth et al.;. ane pevlowzelas iu 


- SSA; -DGP = > CONSPIRACY 


Specimens veceived 5/17/71 : ee : b6 ; 
: bic 








Result of. examination: 


‘the questioned igoewnttine on specinen Q82 was not 


. identified with-anyof the questioned FUR SUE AINE in the MEDBURG 
case. VU - 


FF 


Due to thé Limited amount of Comparable material; it 
could not be determined definitely whether any of the questioned 
hand printing on Q81 and Q83 was or was not identical with any of 
‘the questioned hand printing on Ql through Q617 in this ‘case. 
Sone significant similarities were observed. when the Q81 hand 
printing. was. compared with the hand printing on 92, Q3,. and Q143. 
These similarities indicate this qomeperset was probably all 
prepared by. one .person. 


- Xt was concluded: the questioned hand printing. on QS1 and - 
Q83 was ‘not dentical with the questioned hand printing in the - 
MEDBURG- case. \): 





the subnitted evidence was photographed and will a 


iis potumed separately.) 


’ * Callahan . 
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fe ROWE au FoR ONC 

| a as ae ~ ‘ = HEREIN | ii ae 1eD — WG 
ee = 1 = 52-94527 | DATENa=t 


Beaver 


. Gandy 





Tele. Room 
3 Holmes ~. 
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MAIL ROOM[_) TELETYPE UNIT(_1 be te vie OE : 





FEDERAL BUREAU OF INVESTIGATION 
FOIPA 
DELETED PAGE INFORMATION SHEET 


No Duplcaton Fees are charged for Deleted Pase Information Sheets). 


Total Deleted Pazefs3 ~ 22 
Page 11 ~ Duphcate ta sechon 38 
Page i7~83 

Page 40 ~ Duphcate to sechan 3% 
Page 134 ~bhé, bFC, b7D 
Page 135 ~ b&, BFC, b7D 
Page 136 ~ bé, bFC, b7D 
Page 137 ~ &6, bFC, b7D 
Page 138 ~ bé, b7C, b7D 
Page 140 ~ he, bFC, b7D 
Page 141 ~bé, b¥C, b7D 
Page 143 ~ bé, bFC, b7D 
Page 144 ~b6&, b7C,b7D 
Page 145 ~ he, b FC, b7D 
Page 146 ~ bé&, b¥C, b7BD 
Page 235 ~ b6, b7C, b7D 
Page 236 ~— b6, b7C, b7D 
Page 237 ~ b6, b7C, bFD 
Pages 242 ~ b6, b7C, b7D 
Page 243 ~ b6, b7C, b7D 
Page 244 ~ b6, b7C, b7D 
Page 245 ~6b6, b7C, bTD 
Pages 246 ~b6, b?C, b7D 


Federal Bureau of Investigation (FBI) File 52-HQ-94527 
re: March 1971 break-in at the FBI Media, Pennsylvania 
Resident Office/MEDBURG investigation 
Section 63 





& oe ~~ 7 
wz + ZOPTIONAL FORM NO, 10 ‘ G:F Bo-08 y xe 
Wad: 1962 EDITION 


- es “At 
ih Aa Re 4g 
GSA GEN, “REDSLNO, 27 7 d 


d UNITED STATES ERNMENT == 7 
Memorandum —s Me re 
TO *Mr. socal ay : DATE: January: 7 a 1978 Give ’ —— 
M Lt - Mr’.: Rosen “Ponder 
Amani oS : . 
FROM 


- Mr.. Bates, © — 
*R. J. Gallagher, 
; (ned buns | 


‘ Wa ikart a esmemummann, 
- Mr. Gallagher Walters —___—. 
BURGLARY. ‘OF. THE MEDIA Pe 
RESIDENT. ‘AGENCY. 


YETS eampieneneernnnnane 
(CAMDEN ACTION). ° 








Tele. Room 
- Holmes —____ 


- Mr.’ ‘Be S. “op 
- Mr. Cleveland ‘ 
- Mr. Dalbey 


By. memorandum -dated: November 3, 1971, iit ‘was re er 
and: approved that we ‘take no action with Tespect to proceeding 
against Medburg. subjects sin the February: 7, 1970, Selective Service 

.-bréak-in in Philadelphia, Pennsylvania .,. / ree | 


: case). until 
‘the United States District Court (USDC) in Harrisburg, Pennsylvania 


[___finves the admissibility. of evidence gathered during the \? 
as 3 





SUBJECT: 








HR RR ER 


a 


~ 


investigation insofar as ‘it concerned ‘prosecution. in the w) 5 
ast Conspiracy. to. Save, Lives ‘(Eastcon)' case. ad > 

The ‘Director. had previously ‘instructed Mr. Dalbey, ‘al 
with others, discuss with SAC ‘Roy. K. M 


qn 

' ch possibility. of wh 

pressing for ‘prosecutive ‘action ‘in nel fease as.a means of 
‘bringing pressure. ‘on Medburg subjects. Su 


sequent :to. ‘arran ing .s} ch 
a discussion, information was received eae DeBus 
Assistant Attorney General ‘and. .Chief. Prosecutor in the Eastcon c 
that ‘a’ motion had been filed in USDC,. ‘Harrisburg ,. by: Eastcon ! . 
attorneys to. ‘suppress: ‘evide ‘conducted ‘during the, z 
February 7, 1970,. ‘break-in eee One count 3 lt tcoqn 
indictment: cis dependent: po 


n evidence acovered ain the case A 
. The ‘search’ ‘in question was a derivative of the previous warrant}: 


Len T7 






3 

‘calling for, the ‘search of a residence. If the first warzant ‘is a 
- found defective, the ‘court could hold the ‘second warrant” ‘defective fa” 
within the ‘fruit of the poison tree". doctrine. s r 6 

< e 

Since ‘the evidence whi uld be ‘the ‘prime support, “tO, a 

. Successful: prosecution in ee ae was: undér review. by the a 
court. aS ‘indicated in our memorandum of November: 3, 1971, a oS 
prosecutive. decision as ‘it pertained to Medburg subjects would have f 
been premature at ‘that time, and it was approved we await the e 
deGision of the court relative. ‘to. the sa SSEPL LEE, OF the > 

evidence.U 


S 


5 a IE E2I- 


1 a Tv : 
Onennar pA A972 int USDC,,> Harrisburg; Deputy, ‘AswaS ant..° 
Attorney: Gener, shandling the Eastcon ‘prosecution, b6 
stipulated th 


evidence. was not ‘crucial to the Eastcon DIC. & 

‘prosecution .and,. therefore, no attenpt would be made ‘to: use .this: 

evidence ‘in ‘the’ Eastcon ‘trialse fhe ‘deféiise err eeey agreed to the 
en t: 


“HAS: ‘Syl | ne AL: Ironia CATION, CONTAINED - © — ‘OVER y 
1b, fore bi EIN IS Ue ni :ASSIFIED Rader qB FER 1 1972 


: J ae 
1: : FEB. fae Yop: 5. igjne 


+ 








Memorandum to. Mr. Bates 
Re: Burglary of the Media Resident Agency 
(Camden Action): 


vidence returned to the defense attorneys ‘for. eventual return to 
its owners. In accordance with this order.,. the evidence was so 
turned over. to the defe os ‘now indicates that, for all 
J -ppracticalL oses, the case is a dead issue and the ‘use 6 
of the evidence for any future criminal prosecutions ‘is bIC 


not feasible. 


Evidence re and,. upon their request, the District Court ordered the 


ACRION: For information. Under the circumstances, and in 
‘Accordance with the court's. decision and the opinion rendered by 
_ dit would appear there would be no ‘further legal basis 
: for. ‘bringing ‘pressure. ‘to. bear. upon Medburg subjects. by attempting 
to initiate prosecution in the Assero case. 
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. COMMUNICATIONS SECTION 
JAN 61972 
TELETYPE 
te 
fi 1 
NR@S5 PH COD 
9:21 PM 16-72 URGENT RC Tele, Hoot 


Miss Holmes.mam 
¢ 


Miss Gandy 


TO DRERECTOR (5294527) 





CHICAGO (52-6921) PERSONAL ATTENTION SAC ROY K. MOORE So, be 
FROM PHILADELPHIA (52-7165) 


0 
FOLLOWING SUBMITTED IN CONNECTION WITH PREVIOUSLY CONTEMPLATED 


PROSECUTION IN CASE ENTITLED “| er AL” ‘IN RELATION TO 


mEpBurG. U b6 
bic 
TO REVIEW:. A NUMBER OF DRAFT BOARDS AT THREE LOCATIONS IN f 
0 
PHILA. WERE. BURGLARIZED DURING THE NIGHT OF TWO SEVEN SEVENTY. fo’ 


PREMISES AT 

AND A,CAR PARKED OUTSIDE WERE SEARCHED FOLLOWING THE BREAK-INS 

AND LARGE QUANTITY OF DOCUMENTARY EVIDENCE SEER ee ON D THIS. — 2 hd 
EVIDENCE AND INVESTIGATION range ve Ree eles in 


THE DRAFT BOARD BREAK-INS. Sal ie ‘THOSE sstfecrowihe THE FOLLOWING. 
bo 172 
WHO WERE SUBSEQUENTLY ARRESTED IN THE CAMDENCAC TION: U ’ ’ 


. a 


PAUL BERNARD COUMING; PETER DONALD ORDIs“KATHLEEN MARY RIDOLET;$ 


ee ino ae 5 (> ___AECINFORMATION CONTAIN be, 
OB? rep 1972 HeReH SU ASSIEED sa 


ssi parce Be oY op 5 Ba fie 


Fb 





L 


we el ee ye ph 
Pal a Q © \ “oy @. 
JOHN PETER GRADY$ EDWARD J. MC GOWAN. “2 fe . 

SOME OF “THIS EVIDENCE waS 10 BE USED IN EASTCON TRIAL aT bé 
HARRISBURG. HEARING CONCERNING VALIDITY OF SEARCH WARRANTS Was” _ 
SCHEDULED FOR ONE FOUR SEVENTYTWO AT HARRISBURG. DEPARTMENTAL. 
ATTORNEY, _——=—————=«STIPULATED TO THE COURT ‘THAT ITEMS OBTAINED 
DURING SEARCH WERE NOT CRUCIAL TO THE GOVERNMENT'S CASE AND, 
THEREFORE, NO’ ATTEMPTS WOULD BE MADE TO USE. THESE. ITEMS AS EVIDENGE 
OR FOR LEAD PURPOSE IN THE EASTCON TRIAL’ VU 

"DEFENSE AGREED TO GOVERNMENTS STIPULATIONS AND JUDGE RULED THAT 
HEARING ON VALIDITY OF THE WARRANTS WOULD NOT BE NE@CESSARY. DEFENSE 
REQUESTED THAT EVIDENCE SEIZED. BE ‘RETURNED 10 DEFENDANTS., JUDGE 
ORDERED THAT EVIDENCE SHOULD BE RETURNED TO THE DEFENSE FOR 
PARCELING ou) TO OWNERS. ALL EVIDENCE SEIZED DURING THESE SEARCHES 


WAS RETURNED. U ; : 


PHILA. CONFERRED WiTH| __——«| RE POSSIBLE FUTURE ACTION IN 6 
-. b7c 
VIEW. OF THIS DEVELOPMENT. HE STATED AS PRACTICAL MATTER THE 


CASE IS NOW A ‘DEAD ISSUE AND THAT USE OF| «EVIDENCE FOR 


ANY FUTURE PROSECUTIONS IS NOT FEASIBLE. U 
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e 
oe MEDBURG 


Re springficla | letter to the Aiveau, dated “ 
e 1/5/12, captioned "Camden Acthon; JAMMA ANN ABDOO, aka; 
, CGR ~ BURGLARY, Etc.," 00: Phila eiphiae U 


? 


thas 






ened 
ting forth 


That letter enc : 
on 12/7/71 WU - 


results of interview with 


Offices are requested to caption future corres~ 
pondence re this phase of the investigation as simply 
'MEDBURG." Offices also note that Newark is office of 


origin in tho matter captioned "Camden Action, Etc." U ae 
Philadelphia feels that Springfield obtained 
iseful information during the initial interview with 
and agrees that he knows more than ho told and is 


more deeply involved. than he admitted. Our ob jective with 
respect to MEDBURG is to find out from him the ‘identities 
of persons known to him whom he suspects have some action 
with MEDBURG, His admitted close association with 

and the three priests, FORDI, MC GOWAN, - 
an makes it appear highly unlikely that he could 
be totally ignorant of.their activities other than in the 
Berrigan Defense Committees. 


[|saia that his Berrigan Defense Fund activity 
began in earnest in sarly February, 1971 when he was visited 


. by his brother-in-law, the brother=inelauwt jend 
who subsequently became his wife, and 
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; - of course, is 
resident of Rochester, N. Y., who 
active as a member of the BERR 
years old and is very clos 

‘ of the individuals to whom 
interviewed by Bureau Agents. The tenor of the interview 
has been that she is willing to sit down and have a philo- . 
sophical discussion with the agents about the Vietnam war 
and similar matters but will not really tell them anything. 

Her parents have been cooperptive gnd have beon interviewed 

a number of times. The difficulty there is”.that the 
“parents do not really know much about what their daughter 
has been up to lately. They are aware of some of her 
attitudes of which they disapprove. . i. . 








is close enough to th 
for example, that she stayed at their home with ths 


} 


eae youngest child during late August and early 
eptember, 1971 while the were vacationing. Durin 
this time, she had the us station waco 

ee a. also bee i identified 
as the girl who identified herself as in early 


March, 1971, when she made what has now become: obvious as 

a pretext appearance at the Resident Agency in Trenton, N. J. 

The State Selective Service headquarters is housed in the 

same building with the Resident Agency. A draft board located 

in a building adross the street from the Resident Agency bE 

was vandalized oh 5/21/71. * From evidence seized in the bIC 

Camden Action, we\know now that the Resident, Agency itself 

was under surveillance and was being cased. = 
f 4.9 /- CPA 

Ho 


tal. --Weate old, married, and lives in a suburb of | 
Rochester, N. ¥./ He has been extremely active in the 
BERRIGAN movement and is thought to be one of the principal 
planners in "actions" taken by the BERRIGAN movement. We. 
have his fingerprints to prove his complicity in a draft. 
board break-in. in Philadelphia in February, 1970. 
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has been a close supporter of JOHN PETER 
GRADY, the mastermind behind the Camden break-in and the 


man who has claimed to be responsible for 1 of 18 "actions." 


GRADY told. -an informant in early Jul _ about one of 
his good friends in Rochester, 
f= = clho arovided GRADY money and supporte DY and 


his family from time to time.U 





‘ burglar named by the same informant is - 


= YS 
were arrested in the Camden Action. FOQRDI ‘Was eaneut 
inside: the draft board in the process of removing and 
destroying draft records after the subjects in‘that case 
had forcibly and surreptitiously entered the place. 

MC GOWAN was involved in some of the surveillances and 
observations made by the subjects in preparation for the 


raid. He was not apprehended 0! 
VoL Cene hy. surrendered. 


the spot but later 










ALL three. have been ‘very ctive in support 
éf the BERRIGANS and. their philosoph ~ and al}: three. have 
been named by an informant as Media’b gLars « (The fourth 


The brothers, DANIEL and PHILY 7 
well-known and their: activities have béen WwW 


Some_specifics, however, may be useful. in further discussions 


wt | His apparent attitude.is continued support 


and sympathy for the BERRIGAN philosophy. At the same time, 


however, he purports to deplore violence regardless of 
its philosophical justification. He defines break-ins, 


raids, and burglaries of Federal institutions as violence.U 


may not be aware of public source in- 


formation about the BERRIGANS which brings their activities 


within his definition of violence. 


mp Rane, 
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a? “PHILIP BERRIGAN was one of a group of individuals 
“who walked into Selective Service offices.in Baltimore, Md. 
‘on 10/27/67 and proceeded to pour what they claimed was 
blood into the files and into the file cabinets.in the office. , 
A photograh of PHILIP BERRIGAN doing this appeared in the .. 
newspapers .U 
PHILIP BERRIGAN sna the others were tried by jury 
and were adjudged guilty by that jyry on 4/16/68 on a charge 
of Destruction of Government ‘Property and interference with 
the operation of the Selective Service Act... On 5/2/68, 
' PHILIP BERRIGAN and one of the others were sentenced to a 
term of six years.U é . 
. The convictions were appealed to the Fourth 
Circuit Court of Appeals and the convictions were upheld 
on 10/15/69. Petitions for a writ of certiorari were 
. denied by the United States Supreme Court on 2/24/70. There- 
after, the defendants were ordered to report to the United | 
States Marshal on 4/9/70 to begin serving their sentences.” 
(PHILIP BERRIGAN and the others were, of course, on bond 
during this period following their promise to appear when 
required, )U : 


: BERRIGAN elected not to honor his promise and 
becamé a fugitive. He was apprehended on )./21/70.U 


Recalling that PHILIP BERRIGAN was convicted 

for the Baltimore Action on 4/16/68, it is ef additional 
. interest in judging his worthiness as a philgsgphical Mn 0. 

leader that he, along with his brother DANIEIABERRIGAN, 1) =: 

and others walked into a draft board éffics if Catonsville, 

Md. on 5/17/68 and proceeded to forcefully remove files 

“over the protest of Selective Service personnel, removin 

them to a nearby parking lot where they set. them -afire. 


The BERRIGAN and their associates in this 
enterprise were indicted and were found guilty after a 
ay trial on NOK OD: They were sentenced on 1178/88 
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__ With the “sentence of PHILIP BERRIGAN to run concurrently 
\ with the sentence imposed on him for the Baltimore Action UV 
= \ ‘ = 


The sentenced handed down on 11/8/68 was appealed 
to the Same Circuit Court as before. Conviction was uphelde. 
The Supreme Court denial of certiorari on 2/24/70 was 
applied to this case.V ; . 


DANIEL BERRIGAN, ordered, to report along with his 
brother on 1/9/70 to begin serving his genténce, elected 
to take the same course as his brother, ‘to dishonor his pro- 
mése to appear. He also became a fugitive.U , 


‘ Springfield m ind the foregoing uséful in 
further interviews with in an attempt to disabuse 
him of thé notion that the BERRIGANs were unjust] charged 
end imprisoned. These facts may also caus fo re-~ 
evaluate his loyalties to the BERRIGANs in view o is 
expressed abhorrence of violence. He may also havé cause — 
to wonder whether or not they have the moral courage to 
face the consequences of their open defiance of the lasU 


Philadelphia likes Springfield's roach. We 
would suggest additional contacts away from attorney 
with a view to changing his philosophical outlook. He has 
really told us more than he redlizes and he surely knows 
more than he has said. We have no thought that he had 
anything to do with MEDBURG. He certainly, must have some 
protty fair ideas about it, however, from his > it 
associates. We have thought for some time tha 


ia among those who could tell e story if he would. 
He may have told part of it to 
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TO; DIRECTOR, FBI (52-94527) 






FROM: SAC, PHILADELPHIA (52-7165 SUB K) 










supsect; GEpBuR 8 Ome 
(XEROX LEADS): S/S 
b= 
DT 
A veview of Philadelphia file 52-7165 SUB K (serial LS 
153) concerning xerox and other duplica d to US 
reproduce Media documents reflects face ie ® 
Guarantee Brakk ‘Parts, Camden, N, J,, advised that a xerox 660 IN 
having serial number 283 948002 was stolen from the premises S 
of his company, 2lst and Federal Streets., Camde S . 
course of a burglary which took place 10/15/70, (ee Ne 
advised the burglary was reported to the Camden, N. dJ., Poliée. | 
Department and was not recovered to the best of his knowlledee PSS 
It should be noted that the first surfacings ot NY ‘ 
copies of MEDBURG documents were reproduced on a xerox 660) }’4 {& 
model duplicator,U & 
4 of © 


Philadelphia is pursuing investigative leads 
directed toward locating this xerox 660,U 


a 


b 6 
LEADS ae 


ey oo at STAMFORD, i (BOY 5) J a G Uf G 


through previously established channels contact 
at the Office of General Counsel at Corporate 
eadquarters of the Xerox Corporation. in regard to the 


following leads: U i 


Cis Bureau (52-94527) , ee 


- New aoe en (52-1972) 
1 = Philad Diphia (52-7165 SUB K): 3 a 1 1972 | 


ALIS VISIO ACS cn Lig jr) if 


‘ G4 


paTeb-[4 “fe BY.S ie mige MILES 
ent. OPER a 
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Specigl Agént in Charge 
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1. Ascertain if Xerox Corporation has any record 
of the recovery of the above-described xerox 660 stolen in 
‘Camden, N, J. 3 10/15/70. 


2. Ascertain if it is possible to determine from 
Xerox Corporation records the identity of all xerox 660s 
reported stolen between the period October 1970 and the Media 
burglary, 3/9/71, 


3, If a récord of such stolen xerox 660s is available, 


ascertain which if any of these machines were recovered prior 
to the date of MEDBURG for elimination purposes. 


4. If service records are still available for the 
pertinent period, and if determined feasible and logical by 
eer ceeeouperataen) request that Regional Service Managers 
coveri the Boston area, New Jersey, Eastern Pennsylvania, 
and the Baltinore area be directed to make available to the 
FBI for * i i : 





x / §&,3f lead four is accomplished, advise the pertinent 
offices Whom (they should contact for this information and 
instruct thes& offices to furnish the data to Philadelphia 
for dnalysis when compiled. 


/ New Haven should direct its reply to attention of 
Philadelphia file 52-7165 suB K.U 
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ing toll calls made from telephone of 
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The Defense Committee, now known as the Harrisburg 
Defense Committee, is the primary fund raising group for 
the defénse of the East Coast Cohspiracy trial. National 
headquarters was locatéd at_156 5th Ave., NYC, at the 
date of the telephone call and is now located 


in Harrisburg, Pa.w 7 A 7 
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There follows a brief summary analysis ‘on ME! 
a summary of investigation, a listing of subjects and sus7 
pects; a statement of current direction of the case and re- 
cent developments: DEGUASSIFIED on J. os 
B fy ; rie 
SUMMARY: ANALYS: 





The burglary of the Resident Agency at Media, Pa,, 
was discovered at 7:55 a.m., on 3/9/71, by the first arriving 
Special Agent. He first became aware something was amiss 
when he ‘had difficulty getting his key into the lock when > 
attempting;to open the main door to the Resident Agency, 
After entering the office space, he noted locks on cabinets 
were in an open position, drawers to desks were open, and 
the lock to Room 204 'was torn off. This door was not normally 
used and, in: addition to being securely locked, had also been 
blocked by ‘supply cabinets placed against it,. The burglars 
entered the office space by forcing the door to Room 204 and 
pushing, the cabinets, aside. VU 


The building custodian had cleaned the office space 
shortly after 7:00 p.m., on 3/8/71, and had completed all 
cleaning of the bultding at 9:00 p.mU Ze 
Philadelphia\Stringer for cine 
Reuters British.News.senvice, stated he had received a tele- 
phone call at 7:00 a.m. on 3/9/71 from individuals claiming 

ibility for thé burglary. The caller dictated to 


the text of the news mpLsasenot the Citizens Commis- 
Sion to Investigate the FBI, XL 2, ( e 
"52 -4ys779 D9 


15 FEB “1972 
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CORRBENFAE 
A member of the staff of the "Philadelphia Inquirer," 
a major metropolitan newspaper, stated he had received a 
telephone call at 4:30 p.em.,. on 3/9/71, from an unknown male, 
who inquired about the burglary. This caller claimed to the 


newspaper staff member that he had seen police and FBI agents 
outside the Resident Agency at . aeme, on 3/9/71.U 


From the above, it would appear that the burglary 
occurred between 9 peme, on 3/8/71, and  aem,. on 3/9/71.U 


The immediate investigation and search for physical 
evidence turned up a number of latent fingerprints. All of 
these have been eliminated with the exception of two palm 
prints. From the absence of latents other than those of 
persons having legitimate access to space, it is supposed 
that the burglars wore gloves.) 


Markings on the hasp and lock casing to room 20) 
resembling those of a screwdriver or a pry bar. were found to 
be insufficient for identification, An attempt had apparently 
been made to force the lock on room 203, the main door, by 
using a wrench, vise~grip pliers, or similar tool. Comparison 
of these marks with a suspect tool is possible U 


Wire to the radio was cut by pliers or similar 
tool but identification is not possible.U 


Although door locks bore some evidence of attempted 
picking, no identification with a suspect tool is possible, 
Desks were apparently entered by prying; however, none of the 
marks are identifiable with,a suspect tool. No tool marks 
were found on the cabinets,V 


A review of records at PHiladelphia Headquarters 
and analysis of items believed to. have been in the Resident 
Agency, determined that some 1,000 serials or documents were 
stolen. No office equipment was stolen. The only item taken 
not of a documentary nature was an autographed picture of the 
Director. Only the picture itself was taken. The frame was 
left behind. There was no vandalism. An agents brief case 
was also taken, 
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SUMMARY OF INVESTIGATION 





Immediately following discovery of thé burglary, an 
exhaustive search was conducted in the office space itself, . 
in the restrooms, public corridors, stairways, and around 
the outside of the building for physical.:evidence. This 
included a complete search of trash cans and recesses and 
culverts at the base of the surrounding buildings and at the 
curb right in front of the building. Nothing was found. One 
of the bus services -serving Media .and a nearby town was found 
to run its last bus from Media, Pa., at 6 pem., and to have . 
no further service until 6 a.m. The Media trolley leaves 
Media just before 1 a.m., on its last run and does not begin 
again until 6 a.m.(V 


The driver of the only taxicab on duty, 3/8-9/71; 
stated he handled only his regular customers and had gone 
off duty at 2 ecu! 


: Trolleys of another service depart Media for 
Philadelphia shortly before midnight and at 12:33 a.m. There 
are similar trolleys at about 5:45 ame, and shortly after 
6 aem. Operators of all these trolleys were ‘interviewed 
and were able to provide no information of value. All of 
the security guards who served in the Media County Courthouse, 
which is at an angular distance across the street from the 
Resident Agency, were intesjviewed. None was able to provide 
any information of value. 


: Media has a volunteer fire department. The one 
individual on duty went home at 10 pem. There were no fire 
calls during the night. 


Members of the cleaning force of buildings in the 
surrounding areas, who normally work at night, were interviewed. 
They could provide no information of value. 


* Media has a volunteer anbulatice service. They had 
no calls during the night of 3/8-9/71. 


The Post Office Department makes no pickups from 
boxes on the street after 5:30 pem. There are about 35 
employees in the building itself on the 2 - ll pom. shift 


and a maximum of three on the midnight to 8 a.m. shift. 


They all work inside the building. None was able to provide 
any information of value. . 
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Personnel of all motels in Media and surrounding 
areas were interviewed and records examined, where appropri- 
ate, without result.) . 


Registered owners of, cars parked and moving during 
the evening and after midnight hours of the Monday night fol- 
lowing the burglary were identified and interviewed. None 
were able to provide any information of value. Security offi- 
cers and established sources at all of the colleges and uni- 
versities in the area surrounding Media were apprised of the 
‘burglary and their assistance sought. None were able to pro- 
vide any information of value. U 


Inquiry was made of the building management and the 
rental agency as well as custodial and maintenace personnel, 
to determine if they had ever been approached to provide a 
layout of the building housing the Resident Agency or the 
ee Agency itself. Their replies were all in the nega- 

ive, 


Persons who had done maintenance work in the building 
on a regular or occasional basis were questioned. They could 
provide no information of value. 


Persons who had at one time lived at one of the 
apartments, as well as persons currently residing there, of 
course were interviewed. They could provide no information 
of value. 


Locksmiths in the Philadelphia Division were inter= 
viewed for the identities of any individuals possibly known 
to them who might be skilled in lock picking who might be sus~ 
pects in this case. This was without positive result. The 
most prominent locksmithing school was identified and names 
of suspects were searched through the roster of students or 
graduates. This was without positive result. All members of 
the Media Police Department were interviewed. Although there 
were extensive, time consuming investigations conducted based 
upon information furnished by them, none of the information. 
they provided relating to police incidents had any connection 
with the case, which included such things as an incident in< 
volving a rented car at a motel and arrests made during the 
pertinent period. The police officers themselves observed 
nothing having a bearing on the burglary, 


a CONEIBENTIAL 
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-Police officers were interviewed -and records were 
searched at surrounding’ police departments. No information 
of value was developed.V 


Persons arrested in Media during the night: 
charged with other. burglaries were. aatervieued to.-no 
avail. ’ 2 < : 


* 
é 
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The neighborhood investigation itself was 
conducted house to house, business to business, and 
block to block. Residents irs homes.and: apartments 
were interviewed as well as proprietors and personnel’ 
in business establishments. Owners and employees of 
bars, restaurants, service stations, and service. 
establishments were interviewed. Where residents were 
not at home, they were interviewed on a subsequent date. 
Employees not at work on a particular date were inter- 
viewed on a subsequent date. 


Photographs were shown in each instance and 
as additional logical suspects were developed, these 
photographs were displayed. In any instance in which 
there was a hint that subsequent displays of additional 
photographs would be useful, this was done 


Interviews were conducted and photographs 
displayed at all service stations in the Media area 
as well as the State Liquor stores in the vicinity of 
Media, based partially on JOHN’ PETER GRADY's known 
appetite for liquor. Car rental agencies were contacted 
and photographs displayed.U : 


The above investigation conducted in the days 
immediately following the burglary WaS: without, real 
results, except for the following three items: 


A male witness in Media described a Ford 
Econoline van with a Delaware license which he had 
observed parked neap the Resident Agency prior to the 
iption matched atvehicle driven. by b6 
affiliated with, persons active ° in the 7c 


tfadelphig,. The witness: 
opportunity to walk along a street w 
vehicle was parked and he identifie van as 


the van he had seen in Media. He recalled it had been 
parked near the Resident Agency on March 6, 1971, basing 
his recollection on the fact that March 6 was a Saturday, 
and that had been the only Satur tness worked 
in March. Attempts to interview have been non- 


productive. 
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One| sd resides in an apartment 
with an unobstructed view of the alleyway in the rear 
of the building which housed the Resident Agency. He: 
said that he worked until about 11:30 p.em., and then 
went directly home, arriving about midriight. He said 
he watched television until lh or 5 a.m.. At about 2 or 
3 a.m., he heard a car drive into the alleyway and from b6 
the noise made, he judged there were several occupants. bIC 
After about 15 minutes he looked out. He was unable to 
see the car itself since it was parked behind a truck 
which normally parked in the alley. The only thing really 
visible to him was the head of one individual which he 
was able to see above the truck. He was only able to 
say that the individual was a white male, twenti g 
hair, wearing old fashioned glasses. When 
opened his apartment window, he believes he startled 
the individuals because they departed. He was unable 
to describes the vehicle conclusively and subsequent 
interviews wi i e produced no more specific 
information. fects that he had been a special 
student at a institute for several years. [J 


tno spent 
the night of March - 9, 1971, in an apartment across 


the street at an angle from the Resident Agency. He 

Said that sometime between 10 and 11 p.m., on March 8, 

he heard the sound of a vehicle parking in front of the 

apartment house. The headlights were turned off but 

the engine remained on. After about five minutes, (the 

vehicle pulled away. It returned 30 to 50 minutes later, 

but not later than 11:30 p.m., and parked in the same 

location, again with the headli off and the engine 

running. Shortly thereafter] [near someone running 

in the direction of the apartment house, and he heard b6 
the sound of a car door opening and closing. The vehicle bic 
then departed. D 


Because of lighting conditions| vas only . 
able to observe the occupant in the righ ont. seat who 
appeared to be a_white female in her late twenties or 
early thirties. was unable to describe the car 


except in general terms, but he was able to narrow his 
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a 


guess down to three models after being shown photographs 
of American made cars of various vintages. Our investi-: 
gative line has been to determine if any of the suspects 
own or have owned a car meeting the general description 
of these three vehicles. So: far, the results have - 
been non-productive.U 


Believing that the burglars would have required 
a number of bags to haul away the records, and based on 
previous experience in break-in cases, a canvass: was - 
made in an attempt to discover the source of the bags 
that may have been used. One dealer, among all those 
contacted, recalled a sale of what he considered to 
be an unusually large number of bags. He was able to 
describe the purchaser in general terms only and had 
no record of the transaction. He was shown countless 
photographs of suspects without results U 


Knowing that "walkie-talkie" radios have been 
used in prior break-ins, a survey of dealers handling 
such equipment was made. This was without positive results. 


One suspect, was known to have his 
transceiver repaired at a particular location. Since his - 
last transaction, there, however, ownership of the store bic 


has changed and despite review of records by store personnel 
and special agents, no record was located they | 
had ever done business there. 


Delivery route drivers serving the Media area 
were interviewed. As in all interviews, questions were 
not restricted to the actual time of the burglary, but 
related to any activity of significance prior to the 
burglary. Interviews with, the delivery route drivers 
were also without result. 


Following the above, additional teams not 
having previously participated in the investigation 
around the Resident Agency were dispatched for a second 
neighborhood investigation. This encompassed 35 square 
blocks and resulted in interviews with spout 1,800 persons. 
No information of value was developed. 


8 
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Thereafter, a third neighborhood investigation 
was conducted concentrating on the area immediately 
surrounding the building which had housed the Resident 
Agency, seeking possible sites from which the burglars 
might have surveilled the Resident Agency or might have 
maintained lookouts during the burglary. The entrances 
of a number of rooms of a number of buildings were 
processed for fingerprints and various items, such as 
discarded beer cans, cigarette butts, and the like were 
picked up. Processing of the latents and the physical 
items was without useful results.U 


THE "WALK-INS" 


In mid-January 1971, a white female appeared 
at the Media Resident Agency. She said she was an 
instructor at Haverford College conducting a seminar 
involving professional career people. She wanted a 
Bureau speaker. She was advised that arrangements for 
speakers had to be made through headquarters in Philadelphia. 
(There is no record in the Philadelphia Office of any 
request from anyone at Haverford College around this 
‘cime for a speaker to participate in a seminar.) 


The special agent who E iefly to 
this woman positively identified from a 
number of photographs as the woman who had talked to 
him about getting a speaker.U 










was at that time an 
at in the Political Science Department. U 
Agents attempted to interview on March 17, 
1971. She was hostile and apprehensive and insisted on 
having fellow employees with her during the interview. She. 
also attempted to tape the interview. When asked to desist, - . 
she replied that the FBI always recorded theinzinternviews, 
When reminded that ifsshe had ever visited an FBI Office 
she would know that this was not true, and when asked if 
she had in fact visited an FBI Office, her reply was inter- 
rupted by one of her associates who exclaimed loudly, "Don't 
answer that question." This same associate asked if 
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CONRBENTIAL 
was a suspect in the Media burglary. The subject of 
the Media Burglary had not previously been mentioned, 6 
Agents had the impression fat was visibly bIc 
shaken by the confrontation with the agents and appeared 
to be more so at the mention of her possibly having 
been in an FBI Office.U ~ 


. 
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There was a second walk-in on 2/24/71. This 
woman appears to be the same individual who earlier in 
the same day had come to the Resident Agency while it 
was unoccupied. An employee of the local draft board, 
whose offices are adjacent to the former Resident Agency 
space, tried to be of help to this woman. She told the 
unknown caller that an agent would probably return about 
1 p.m., and that she could perhaps come back at that time.U 


When the caller did appear at about 1 p.m., she 
claimed to be making a survey concerning equal job 
opportunities for women in connection with a conference to 
be held at Temple University the following weekend. In 
response to her questions, she was told that the FBI does 
not hire women Special Agents and that there were no clerical 
personnel assigned to the Media Resident Agency. She was 
given literature on the Bureau's employment policy and 
opportunities. 


A survey conducted in the area of the Resident 
Agency following the burglary, disclosed no other instance 
of any establishment, private or governmental, having been 
approached concerning this alleged survey on equal 
employment opportunities for women. 


The draft board employee who most probably encountered 
the same woman and the Special Agents who had observed her 
viewed countless photographs of female suspects. The woman 
who came into the Résident Agency was dressed in a style 
typical of New Left adherents and would be relatively in- 
distinguishable from others of the same age group and culture. 
Special Agents have been unable to positively identify this 
woman from photographs or personal observations of suspects, 


however, the draft board employee is certajn that the woman 
she saw in the hallway was KAPHLPEN, RIDQUFE-U 


Ll 
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IDENTITY OF SUBJECTS 


During the course of this investigation, more than 
300 suspects were developed and individual case files opened 
for investigation. Most were eliminated by establishing their 
whereabouts during the pertinent period, or by interview. 


Following are those now considered to be principal 
subjects or principal suspects, although there are others not 
yet positively eliminated.Y 


SUBJECTS 


J ORN ‘PET GRADY 

‘SRADY is a 46 year old, white, male, native-born 
American of Irish extraction; who is married with five children 
under 18 years of age, whose residence of record is Bronx, N.Y. 
After receiving an honorable discharge from the U.S. Navy in 
World War II, he returned to college and received a B.A. degree 
in Sociology from Manhattan College and an M.A. degree from 
Fordham. He was the recipient of a Fulbright Scholarship, 
studying in England for a year in the early 1950's.U 


Since college he has held numerous jobs, the most b6 
recent of which was the setting up of Resistance Book Distribu- &7¢ 
tors, whose proceeds were to go to the Berrigan Defense Fund. 

This venture failed. He has been described as an "action man 
for the BERRIGANS," and brags that he was responsible for 14 of 
18 successful "actions" that took place in the last three years. 
He was the prime mover and organizer in the Camden, N.J., draft 
board break-in of August 21-22, 1971, in which he and the other 
participants were arrested by FBI Agents. 


as DONALD aa 
FORDI is a ive- j 
eens His residence is 
i> 
e 


and he is reportedly working on his Master of Sacred 
ology degree at Woodstock College, New York City. He is an 
ordained Priest, but has no known specific assignment. He sur- 
faced as one of the group calling themselves the East Coast 
Conspiracy to Save Lives, which group claimed responsibility for 
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the destruction of draft board records at the locations in 
Philadelphia, Pa., on February 6-7, 1970; and the ransacking 

of General Electric Offices in Washington, D.C., on February 

7, 1970. He was present on April 21, 1970, at the church in 
New York City where PHILIP BERRIGAN, a Federal fugitive, was 
arrested. In a television appearance, he accused the Director 
and the FBI as "Political Police" who constitute the real threat 
to. the people of the United States. FORDI was arrested inside 
the Camden, N.J.,draft board by FBI Agents on August 22, 1971.V 


EDWARD ID Mc-epviaan 


MC GOWAN is al i i » 
Jesuit Priest. He resides at b6 
and has no. known church assignment. He received his BIC 


Bachelor Divinity from Woodstock College and was ordained in 
1968. He was one of a group calling itself the "New York 8” 
which claimed responsibility for draft board break-ins in the 
Bronx, N.Y., on August 1-2, 1969, and Jamaica, N.Y., on August 
14-15, 1969.) 


On September 8, 1971, MC GOWAN was arrested by the 
FBI for conspiracy regarding the Camden draft board break-in 
on August 22, 1971. He has been active in the ae e De- 
fense Committee and is an associated of PHIL BERRIGAN.U 






ides at 
with Fathers 


DWARD MURPHY, PETER = and EDWARD MC — — ee 


He participated in a burglary and destruction of Dow 
Chemical Company Offices in Washington, D.C., on March 22, 1969; 
was sentenced on May 6, 1970, to six months in jail and three 
years probation; freed on $1000 appeal bond. He is a member of 
the Harrisburg Defense Committee. VU 


: IAL 


PAUL BERNARSS COUMING 


February 10, 1971, at a Paulist Center in Boston where he had 







delphia, Pa. She was previously engaged “in working with JOHN 
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COUMING is a 
American. He j 
and resides at 
commune at which members o 


white, male, native-born Wee 


loyed, NE. 


> a : J - 






COUMING was arrested by the Philadelphia Police bé6 
Department on February 7, 1970, in a car parked outside a BIC 
building housing draft boards, which had been broken into 
that night. He was known to have been involved in the planning 
of the "action." On November 23, 1970, he was indicted on 
three counts of a Selective Service Act violation, failed to 
show up for his trial, and was arrested by U.S. Marshal on 


taken sanctuary. He was convicted on two counts, given three 
years probation, and altérnate service as prescribed by Selective 
Service System. On April 9, 1971, he was arrested at a demon- 


stration at the Department of Justice, Washington, D.C., at 
which copies of material stolen from the Media Resident Agence b7c 
aa a 


On August 22, 1971, he was arrested by FBI Agents inside the 
draft board in Camden, N.J., for destruction of Government 
property, theft Government ee OB a) Ee 

4 ‘ 


KATHLEEN MARYSKIDOLFI Are Leey 


>» also_known eunat is a 
white, female, native e of ‘Philadelp! ia, Pa. 1g 







graduate who attended co rad e he is un- 
employed and resides wit Phila- 


PETER GRADY in setting up the Alternate Book Store in Philadelphia, 
a radical book store whose proceeds were to go to the Berrigan 
Defense Fund. {) 
. BIC 
Information available indicates that she was involved 
in the planning of the Philadelphia draft board break-ins of 
February 7, 1970, and the Trenton, N.J., draft board break-in 
of May 21, 1971. She was a constant companion of JOHN PETER 
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GRADY in the planning of the Camden, N.J., draft board break-in. 
She was arrested by FBI Agents on August 22, 1971, inside the 
Camden draft board for breaking and entering, destruction of 
Government property, and theft of Government, property. U 


ov) 


A girl, who identified herself as KATHLEEN RIDOLFI, 
was the driver of the car in which JOHN PETER GRADY was riding ~ 
when it was stopped on March 11, 1971, for a traffic violation 
in West Windsor Township, N.J.Y 


COr1atns 


Ae Ne? once veeraer 


; Her close relationship with GRADY; her history of 
working with GRADY in three draft board actions; and her being 
with GRADY on March 11, 1971, wold indicate that, if GRADY was 


Ls 


involved in MEDBURG, she ae 5D bs a _x 
OD UNSL) AS 

ROBERT wiEhzawiLLIAMson : I 

sc WaT \ 

WILLIAMSON, also kno isa “Q 

Single, white, male, He is employed by cS! 

i epartment of Public Assistance_and resides in “NX 


He completed three years at 
in Philadelphia, Pa.) 


He was one of a group calling themselves, "We The 
People" that claimed responsibility for the draft board actions 
in Philadelphia, Pa., and Lansdowne, Pa., on May 19-20, 1971. 
On August 22, 197k, he was arrested inside the Camden, N.J. 


Draft Board by FBI\Agents for burglary, destruction of Government 
property, and theft\of Government property. {4 









Pollowing ME 
with JOHN PETER GRADY, 
and others involved in the BERRIGAN entourage. 
terpretation of these i led him to the conclusion that 
GRADY, FORDI, MC GOWANT were the principals in MEDBURG< 
For example: U bIC 


DID 
GRADY kept after the 


‘In one of the conversations with | 
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responsible and elicite 
in no doubt that GRADY 
made reference to GRADY 


According to information 
GRADY was in Philadelphia area the night of MEDBURG. The 


whereabouts of the other three on the night of the burglary 
have hot been established. J 


Information causing listing of COUMING , RIDOLFI and 


WILLIAMSON as subjects is contained in another location in this 
letter .U 





) IDENTITY OF PRINCIPAL SUSPECTS ae 
ANITA A.ARICCI 





RKECCI is a 22 year old, single, white, fe i 
y of Philadelphia, Pa. She is unemplove esides 
: Pa. 


_ information is available that indicates she may have 
had some participation in the draft board actions in Philadelphia, 
Pa., on February 6-7, 1970. She participated in the planning and 
j ion of August 21-22, 1971. 


but was later indicted 
yea Federal Grand Jury as a conspirator. 


She and KATHLEEN RIDOLFI lived with JOHN PETER GRADY 
during July, 1971, during thé casing period of the Camden, N.J., 
Draft Board. There are indications that she was the second girl 
in the car with JOHN PETER GRADY when they were stopped on March 
11, 1971, by the West Windsor Township, N.J., Police Department 
for a traffic violation. This, in view of her 


with GRADY, would indicate that if GRADY was involved in MEDBURG, 
she was tooW 







JOHN ROBERYSWINGLISH 


SWEINGLISH is a » Male, who 


« 5 
He claims vo 


Nye 
Vn td 


A 
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SWINGLISH was formerly the coordinator for the 
Catholic Peace Fellowship in Washington, D.C, He partici- 
pated as a recruiter in the plot to blow up the heating 
tunnels in Washington, D, C., (the Harrisburg case).U <- 








has made public appearances in 3 e Ss and 
EASTCON. He claimed that he had been personally involved in 
every draft board action that took place in the state of 
Delaware in 1970. He was one of several individuals who 
claimed responsibility for the destruction of draft board 
records in New Haven, Conn., on July 9, 1970.U 


He joined the conspiracy to break into the Camden, 
N. J., Draft Board and participated in the planning and sur- 
veillance for that action. On August 22, 1971 he was arrested 
by FBI Agents in the vicinity of the Camden Post Office during 
the burglary on that date. 


On March 15, 1971, at a public meeting in a general 
panel discussion, SWINGLISH made reference to "stopping the 
Government before it stops us." In this veitin he made reference 
to the 'Media action" and remarked to the effect that "We had 
been interested for some time as to what they had in their files 
up there, Subsequently, in an apparent attempt to retract what 
he had said, he stated he did not really know what had happened 
at Media or who was responsible. In a subsequent interview by 
FBI Agents, he disclaimed any knowledge of MEDBURG. At a press 
conference on October 27, 1971, he spoke about his indictment in 
Camden, N. J., and complained about FBI surVeillances. He stated 
"we have and will "physically" enter Government offices. "We" 
will stop the surveillances this way.) se 


7 bIC 
. : lis. considered a MEDBURG ‘suspect because of 


her prior casing of the Media, Pa,, Resident Agency, whieh: is: 
described elsewhere in this letter, 






\ 
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is employed as a cab driver in Philadelphia and is reported to. 
be a student locksmith.Y 


He participated in the surveillance of the Camden 
Draft Board. He was arrested for the burglary of that draft 
board ay the night of the break-in in the vicinity of the 
crime. ‘ 


He is considered a MEDBURG suspect | because of his: 


reputation as a locksmith and participationyin the Camden actionY 














fe is married 
Wi dren, but separated from his wife. He is a mechanic 
by trade aa works as a handyman for mem hilad 

Resistance. He makes his reside 
delphia, Pa,, the address of the 





on March 8, which an inrormant terme b7D 


Ihave not been i ory accounted for. 
A truck, similar to the one owned by was observed parked 
in the vicinity of the Media Resident Agency on March 6, 1971. UV 


EDWARD 6c PORE 


MUR hite, male, Jesuit Priest. 6 
He resides at ewYorke.city, [| bIC 
Community) and is a native New Yorker. Though? he is , Jesuit, 
he has no specific assignment or duties.) fr 













He publicly proclaimed himself to be a member of the 
"New York Eight," a group of individuals claiming responsibility 
for the destruction of draft records at Bronx and Queens, N.Y. 
He was a member of the _"( “Conspiracy < of_ Conscience," a group of 
individuals who claimed responsibility for the destruction of 
draft records at Trenton, N.J. He participated in the surveillance 
of, and was indicted for the burglary of, the Federal Courthouse 
and Post Office Building at Camden, N.J. During the planning of 
the Camden action he delivered $180, to JOHN PETER GRADY from un- 
named principals in New York City. 
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MURPHY is considered a MEDBURG suspect because of his 
Close association with GRADY, FORDI a GOWAN, and 
because of his proclivity for BERRIGAN-type actions. 






to be 
living in for "Project 
Peace." He is a former seminarian with approximately two years 
of college. QJ 


Available information indicates a 
involved in the three draft board actions in Philadelphia, Pa., 
on February 6-7, 1970. He rented the apartment used as head- 
quarters for the action. PHIL BERRIGAN was known to have visited 
there. He was a member of the group calling themselves, "We 
The People," which claimed responsibility for the draft board 
actions in Philadelphia and Lansdowne, Pa., on the night of 
May 19-20, 1970. He was arrested on September 2, 1970, in an 
attempted draft board break-in in Bridgeton, N.J. He was in- 
dicted, but the charges were later dismissed by the United States 

H ved identical with an individual who lived 
ED MC GOWAN in New York City. 










e is currentl 
Boston University, as 
BERRIGAN Defense Committee. 


employed at the 






She was one of a group calling themselves, the 
York Eight," which claimed responsibility for destruction of 
draft board records in the Bronx, New York City, on August 1, 
1969, and Jamaica, New York City, on August 15, 1969. She was 
arrested by the Philadelphia Police Department on February 7, 
1970, hiding in the men's room adjacent to the draft board 
offices in the building at 1421 Cherry Street on the night 
the draft board was burglarized. She appeared to be in charge 
of planning meetings for draft board actions in Wilmington, 
Del., New Haven, Conn., and New York City. Subsequently, local 
boards in New Haven and Wilmington were broken into. In illegal 
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BERRIGAN: =|'.-. ~~ | SS peeeuundence: (- = —— — 1] etaeseed 


as being in both the New Haven and Wilmington actions .U 


HIL BERRIGAN and si 


mentione in his correspondence 






as one who should be brought into the proposed kidnapping 
(EASTCON) .J 
2b 
A woman named | }eata to closely resembly the mug b6é 
photograph of the subject) was observed in what was termed a Bre 


private and important conversatio arch 15, 1971, atSANE 
Headquarters in Philadelphia, Pa. resides with members 
of 


Sist, the organization which distributed stolen MEDBURG 
matersal to the Boston newspapers. In a speech on the activities 
of the New Catholic Left she spoke of MEDBURG in an ambiguous 

way so that a listener migh On e MEDBURG as a New Catholi 
Left activity. 








Her Berriganite zeal and\her extensive contacts in 
those circles and her extensive drat board action history make 
her a suspect in MEDBURG.U 


| Tc lUdG Ss aLTTC™~OC..COC;C;*C“‘“#;#SaAe.« 4s 
} employed at 
ZL eceived his Ph. D. in physics from Chicago University U 
“V*< 


Information available to date indicates as one 
of the_prime movers in Anti-draft, Anti-war activity in Northeast, 
U.s.A[O Jvas actively involved in the State of Delaware nae 

“draft Doda éak-ins on June 17-18, 1970, and is a subject in 


the thre i phia, Pa., draft board break-ins on February 
75 1970.[ | reportedis received copies of documents stolen 
from Media, Pa., Resident Agency. He is an indi co- 
conspiratoryin the BERRIGAN conspiracy cage. | is a close 
associ AN and described in illegal ¢ 


1 : : jo 
0 a aa BERRIGAN as solid. has a 


long record of militant Anti-draft, Anti-war activity in the 
Philadelphia area.U 


20 GONFBENTIAR— 








i. . * e 1 
« 
: a 
al “ 
. . 
. 
a » a 


PH 52-7165 : 


Evidence Developed Through Examination. of 
Documents Surfaced Subsequent to Burglary 


1. Copying Machines 
Ae Xerox 660 


On March 19, 1971, two packets of reproductions 
of FBI documents were mailed from Princeton, Ne Je, to Ue Se 
‘Senator GEORGE MC GOVERN and to the Washington Bureau of the 
"Los Angeles Times," On March 21, 1971, U. S. Representative 
PARREN MITCHELL received a Like packet as did the Washington 
Bureau of the "New York Times." JIn.all 50 copies of FBI 
documents were included in these packets. Examination by 
Xerox chemists determined 52 of these documents bore a unique 
dot indicating production on one machine, a Xerox Model 660 
machine. Since the third week of March, no additional 
reproductions have occurred bearing this characteristic mark. 


FBI’ ‘Laboratory has advised the dot on these documents 
is identifiable, However, in éxcess of ,000 specimens from 
Xerox 660 machines have been obtained,-and no identification 
affected to date, The dot appears one=quarter to one-half 
inch from the bottom. of the documents and approximately — 
four and one-half inches from the left-hand border 


Xerox officials were queried concerning possibility 
of identifying thé Xerox 660 through a sudden jump: in copy 
count on one of their machines, They stated that this 
procedure would be impractical for a variety of reasons.U 


Be Xerox 24.00 


On March 31,. 1971, a number of individuals saeaestee 
in stolen FBI documents as having furnished information to 
the FBI received letters from the "Citizens! Commission to 
Investigate the FBI (CCIF)." Analysis of these letters 
by Xerox chemists determined they were reproductions of a 
Xerox Model 2400 machine. Two of the documents bore a 
unique horizontal line in.the upper left-hand corner, Xerox 
advised this line was the result of a scratch on the drum of 
the copying machine.pD ‘ 
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Specimens have been obtained from Xerox 2),00 
machines. However, none of the specimens obtained to date 
have displayed the unique horizontal line, t 


Ge SM 


Seven reproduced FBI documents mailed to the 
Chicago Office of the’ "Los Angeles Times" from Harrisburg, 
Pa., April 3; 1971, weré determined to have beén reproduced’ 
on a 3M copying machine. Two other documents left at the 
residence of Us. S, Representative PARREN MITCHELL on 
March 21, 1971, were likewise reproduced on such a machine, 
Examination by represéntatives of the 3M Company determined 
the copies were produced on a manually operated model, but 
the particular model ‘could not be ascertained. Also the 
documents did not bear any distinct characteristics which 
might be matched to subsequent surfaced reproduced documents,U 


D. Olivetti - Underwood Copia il, Model Sih 


Five items have been recovered which were determined 
to be reproductions from an Olivetti - Underwood (0-U) Copier. 
Each was a copy of the same document, a March 18, 1971, 
letter from the CCIF beginning, -"Dear Friend, Fnelosed. you 
will find..." Examination by 0-U officials determined .the 
documents were reproductions of an 0-<U Copia II, Model 51h, 
machine. However, no characteristics were noted on the 
copies which would enable identification of the particular 
machine on which thé copiés were made. 0-U officials have 
advised this particular model was sold commercially, as well 
as placed in numerous locations, particularly colleges, as a 
coin-operated reproduction unit. Y) 


EB. Smith Corona Marchant { SCM) 


On April 19, 1971, three individuals in the , 
Philadelphia, Pas, area received letters postmarked Phila~ 
Gelphia, enclosing copies of FBI documents, pertaining to 
them. On April 22, 1971, packets of documents were mailed 
from Wilmington, Dele, to the Washington Offices of the 
"Washington Post" and the "Los Angeles Times.” A total of 
more than 50 reproduced FBI documents were included in 
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these mailings. They were determined to be copies from an 
SCM copying machine. SCM officials examining samples of 

the reproductions detérmined they were made on a Model 33 

or Model hl, machine, but could not be more specific. It was 
further determined the copies did not bear unique character- 
istics which would enable identification with specimens from 
sample machines. ; 


2._ Typewriters ; 
Ae IBM Selectric (Elite) 


Three envelopes with original impressions of IBM 
Selectric Elite sytle of type have been recovered following 
their mailing to iniividuals by CCIF. Two of them were 
postmarked April 3, 1971, at Harrisburg, Pa., the other 
March 25, 1971, at Philadelphia. In addition, two other 
documents have surfaced which bear the same style of type, 
the original, CCIF press release dated March 8, 1971, and a 
letter (received by three individuals) dated April 3, 1971. 
Identification of this machine through comparison with thy 
original impressions on the three envelopes is possible, 


B. IBM Selectric (Script) 


The IBM Script style of type has appeared on two 
items. One Was an envelopé postmarked April 22, 1971, at 
Wilmington, Del., addressed to the Washington Office of the 
"Los Angeles Times;" the other an enclosed cover letter from 
CCIF dated April 21, 1971.,.No other surfaced documents have 
displayed this type style. U ; : 


CG. IBM Courier 


On April 28, 1971,. an unidentified individual a 
distributed ten manila envelopes to various press representa~ 
tives at, the Press Building in Washington, D. C. Enclosed 
in the envelope was a two page press release allegedly 
authored by the CCIF, The envélopes bore a sticker of the 
Peoples Coalition for Peace and Justice, a Washington, D, C., 
organization, The press release was determined to have been 
prepared on a typewriter with IBM Courier type style. No 
aw have surfaced in this case with this type 
style. 
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D. Remington Elite 


Only one document, copies of which were received 
by four individuals, has surfaced bearing the Remington — 
Elite type style, This document is a March 18, 1971, letter. 
of the CCIF, The FBI Laboratory has advised, although the 
specimens are reproductions and not original typewriting 
impressions, the reproductions are of such quality as to 
allow idéntification of the machine on which the litter was 
prepared. VJ. 


E. Royal Merit Elite 


Nine envelops addressed to individuals accused’ 
of furnishing information to the FBI have been recovered, 
each of which was prepared on a typewriter with Royal Merit 
Elite type style. These envelopes, postmarked March 31, 1971, 
at Philadelphia, enclosed a reproduction of a CCIF letter 
likewise prepared on a machine with this same type face, 
In addition, anothér CCIF letter dated April 3, 1971, and 
mailed from Harrisburg, Pa., was noted as having Royal Merit 
Elite characteristics, Identification of the machine on 
which the envelopes were prepared is possible since they 
display clear original type impressions. U 


F, Ransmayer - Rodrish (RA~RO) Elite 


On, March 10, 1971, WILLIAM ‘WINGELL, Philadelphia 
representative of Reuter's News Service, received an 
envelope in the mail postmarked March 9 at’ Philadelphia. | 
Enclosed in the envelope was the March 8, 1971, press release 
of the CCIF claiming responsibility for the Media burglary. 
The FBI Laboratory determined the envelope was prepared on 
a typewriter with RA-RO Elite type style. This type style, 
manufactured in West Germany, did not reappear on. surfaced 
documents until April 19, 1971. On that date, three = 
individuals were mailed documents from Philadelphia per- 
taining to the investigation by the FBI into their activities. 
The envelopes, as well as the enclosed letter from the CCIF 
dated April 19, were prepared on a typewriter with the RA-RO 
Elite type face characteristics. Identification of this 
machine is likewise possible through comparison with the 
original fi impressions on the four envelopes which have 
surfaced. 
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_CONEIDEM AE 
3. Staplers 


FBI Laboratory examination has been conducted on the 
staples affixed to surface FBI documents recovered between mid- 
March and mid-April. By comparison of tool marks imparted on 
the staples, the Laboratory was able to group staples from the 
documents as having been stapled with the same stapler. In the 
group of documents examined, it was determined through the tool 
marks that at least 20 different staplers had been used. Also, 
four different types of staples have been utilized, falt wire, 
round wire with flat cut-off ends, round wire with chisel points, 
and heavy gauge flat wire.U 


Identification of the staplers used in preparing some 
of the surfaced packets. is possible through comparison with the 
tool marks imparted by the stapler on the staple.U 


4 


yy Handprinting 


On March 19, 1971, two envelopes bearing handprinting 
addresses were mailed from Princenton, N.J., which contained 
letters from the CCIF and copies of several FBI documents. These 
envelopes were addressed as follows: 


1. Senator GEORGE MC_GOVERN 
U.S. Senator, S. Dekota 
Senate Office Building 
Washington, D.C. 


2. Mr. JACK NELSON 
Los Angeles Times 
Washington Office 
Washington, D.C. . 

The Laboratory concluded the same individuals printed 
the addresses on both envelopes. {) 


All other envelopes associated with mailings By the 
CCIF have had typewritten addresses. ‘UV 


5. Latent Fingerprints 


FBI Identification Division examination of recovered 
materials, which have been disseminated by CCIF, has identified 
31 documents on which unidentified latent fingerprints have been 


developed. These documents were part of Pa SRADEna tén 
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different persons, for many of whom elimination fingerprints 
are not available to compare with the latnets. Thus far, 
examination has pyoduced 79 latent fingerprints and three 
latent palm prints suitable for identification. 
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INVESTIGATION TO LOCATE 
ORIGINAL DOCUMENTS 


JOHN PETER GRADY organized the Resistance Book 
Distributors and set up book stores using the name Alternate 
Book Store. near college campuses. His supposed purpose was 
to encourage professors to have their students buy books 
from these stores, the profits of which were supposed to 
benefit the Berrigan defense. 


One of these stores was established near Temple 
University in Philadelphia. Having developed GRADY’ as an 
early Medburg suspect and knowing of his connection with 
the Alternate Book Store, a search was conducted there under 
appropriate pretext immediately following Medburg, consider- 
ing the book store as a likely hiding place for the documents. 
This was without positive result. 


Persons affiliated with Philadelphia Resistance were 
early suspects in Medburg. The organization maintains an 
office in Philadelphia. Informants were targeted against 
individual Resistance members and against the organization 
itself. New sources were developed. Although it was clear 
that Philadelphia Resistance had some knowledge of the 
Citizen's Commission to Investigate the FBI, and although 
some material was mailed from there, no information was 
developed that Philadelphia Resistance actually had Medburg 
documents. The question of participation in distribution of 
copies has not yet been resolved) 


Sources were also developed having access to com- 
munes in ‘Philadelphia inhabited by Resistance people and 
New Left adherents. Observation by informants and developed 
sources there failed to disclose any evidence that Media 
documents were maintained at these locations. (7 


There were some mailings of documents from Harris- 
burg, Pa. The postmarks coincided with a gathering of in- 
dividuals from a variety of "New Left" groups in Harrisburg. 
Any one of the persons participating in the gathering could 
well have mailed the documents; however, investigation on 
this point has been without result. 


Each mailing and surfacing of copies of Media 


documents was investigated as far as possible seeking a 
link to the location of the original documents. These 


By 8 
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investigations were without positive result.U 


A most intensive investigation was conducted 
following identification of the principal-copier as a Xerox 
660. The particular machine used imparted a characteristic - 
“marking to the copy which would serve to identify the xerox 
machine being used. Over 4,000 specimens were obtained from 
xerox machines from east coast offices. The xerox machine 
used by the distributors of the documents has not yet been 
identified .U 


Resist “sh Cambridge, Mass., is known to have been 
a distribution center for copies of Media documents. In- 
vestigation conducted by Boston does not indicate that 
originals are maintained by Resist in Cambridge or that they 
are reproducing copies. ‘They have mailed out a considerable 
volume of copies but their source for these copies remains 
unknown despite Boston's employment of normally productive 
investigative techniques. 


Based on information furnished by‘acitizens pre- 
viously unknown to Philadelp warrant was 
executed at the apartment of in Philadelphia 
on May 16, 1971. Documents found in her possession were 
xerox copies of Media documents. She claimed (and it is 
apparently true) that she had the documents in her home for 
research in connection with a project on which she was 
working for a local Quaker group! 


to the effect tha aad | snASS 
een in Baltimore on April oe 
records from Media. It was xstablished tha 

in Baltimore April 2, 1971 had b 

















on 
mailed some Media material from Gambeicee. Mass. 


On June 25, 1971, Lettie to the "Pentagon 2) 
Papers" and stated that since ay 14+, 1971, he had had the 
original Media documents in his hands. He said the originals 


were in Minneapolis. A check of telephone toll records 
e pertinent 


b2 
b 












period a member of the 
Milwaukee now residing Extensive in- 


n_ Minneapola 
vestigation was conducted in rutanespoll \concentrating on 
rar, 
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[__lin an attempt to locate the documents. This was with- 












out positive result. 


As noted elsewhere in this letter, a review of 





was not at work on June 4%, 1971 


The date June 


the documents being in Minneapolis, he had originally said 
Milwaukee in a possible slip of the tongue. He was corrected 
by his wife on that occasion. Since the Minneapolis investi- 
gation was unavailing, inquiries ar : an 
attempt to establish whether or not ay 
have been in Chicago on June 4, 1971, (a Logical change-point 
for air travel from Baltimore to Waukee), and to establish 
whether or not members of the Milwaukee 14 may have knowledge 
of the location of the original Media doc nts. This con- 
nection is based in part on the fact that who 3 
allegedly took documents from Baltimore. to Boston, Is a 
member of the Milwaukee 14).U) 


ed on 


of documents, a search 


ducted in Baltimore looking for the original documents. This 
investigation was without positive result. 


mse) Le travers ana information furnished 
b as w as investigation resulting from surfacing 
ing and wide-range investigation was con- 


no DENT 


iday). 


Fr 
» 1971, falls between May 14 and’ June 25, 1971. 
At the a talking in Baltimore about 


y 
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THRUST OF INVESTIGATION SINCE 
8/22/71 (CAMDEN ACTION) AND 
SIGNIFICANT DEVELOPMENTS 


Much was learned of the method of operation used 
by the Camden Action subjects during surveillance of their 
activities prior to 8/22/71. Reinvestigations were insti- 
tuted in Media and environs based on this knowledge. 


Interviews had already been conducted and photo- 
graphs had been shown at the State liquor stores in the 
Media area. We had learned that the Camden subjects 
supported themselves by theft and shoplifting while prepar- 
ing the Camden burglary. This included GRADY's liquor 
supply. Wilmington, Del., is a short drive from Media and 
liquor stores in Wilmington were therefore canvassed. 
Proprietors and personnel were interviewed and photographs 
displayéd. This was without positive result. 


Having learned that the Camden subjects habitually 
gathered in the early morning hours at the end of their 
own surveillances a search was made in the Media area for 
an establishment where they may have similarly gathered 
prior to the Media burglary. Interviews were conducted and 
photographs were displayed again without positive result.U 


Reinterviews were conducted and additional photo- 
graphs shown in bars in the Media area. These were without 
positive result.Y 

During the Camden Action investigation it was 
learned that three of the Camden subjects had been appre- 
hended for shoplifting. Items which they took were of the 
type which a group living in a communal style would require 
for their daily use. Based on this experience department 
stores and similar establishments were canvassed and their 
security divisions particularly queried concerning shop- 
lifting incidents prior to the Media burglary which might 
identify already suspect individuals or lead us to new 
suspects. Agents conducting these inquiries reviewed the 
security files noting particularly photographs where taken. 
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This was based on the discovery that the three Camden Action 
subjects had given false identities when apprehended shop- 
lifting. These inquiries were without positive result. 


There was one interesting sidelight - suspect KATHLEEN 
' _RIDO was found to have had a 


The third neighborhood investigation had specifi- 
cally sought areas where the MEDBURG subjects had stationed 
themselves to surveil the Resident Agency prior to the 
break-in. This investigation was redone based on the | 
experience gained in the Camden Action. This was without 
vpositive result.U | 


Telephone tolls have continued to ne suGneniea on a 
selected basis. We expect that the persons comprising the 
general group referred to es the "EASTCON people" would 

phoning ne and subsequent t 





; a check of the telephone tolls of 
a resident of New Jersey, showed a 
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7 pled Ww other 
formation, led to investigation in Minneapolis as a 
possible hiding place for the original documents.\) 


_ 


* From an area which is about a 20 minute drive from Media. 
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review of the printouts from the Bureau's ADP 










residence in Baltimore. De 
residence. This has led to the possibility ee 
0 er Location of the original documents, detail v aay 
which are set forth in another portion of this letter 9 
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is an 
e wrote a letter to the Philadelphia 
tr Office stating he had information concerning Medburg as a 
result of his association with members of Philadelphia Re-~ 
sistance“) ; 











He was interviewed on October 27, 1971 
time he alleged that he had had discussions with 
in which she had stated that she had been involved in dissemina- 
tion of f documents taken from the Media Resident 
Agency. went on to name other individuals kno 
him who are associated with Philadelphia Resistance. 
request to be interviewed was self~serving but the info 


he was able to provide about individuals in Philadelphia on 
appears to be in line withthat already known here.U os 


The question ofL___——————_—d possible involve- 


ment as a participant in the burglary or as a distributor of 
documents. was thoroughly explored early in the investigation. 
Her case is still pending and being actively’ investigated. 
She has been fairly conclusively eliminated as an actual 
burglary participant. Members of Philadelphia Resistance 
were early suspects in the case, but the question of their 
members being. involved in distribution of stolen documents 
been completely resolved. Informants close to 
physical surveillances, and development of sources 
aving access to Philadelphia Resistance information have all 


to or other members 






been non-conclusive with respect 






was an 
(ie Federal Correctional institute up to the Fall of 1971. He 
yy fas a long criminal record involving theft of cars, bad 
checks, and the like. He claimed to have information about 
Medburg and was interviewed. At the time, however, he was — 
fer to the Federal Correctional Institute at. 
3 and claimed to have sent most of his pertinent 
notes on ahead. When interviewed at 
1971, he related his association with [P: 
ae eee at Lewisburg for destruct : ; wa 
claiméd_ to be a "guard house lawyer" and apd ue bad 2 
developed onfidence after having assisted 


in preparing a wr in connection with charges pending against 
[A thio. v 


| _ ftatea that in the course of conversations, ; 
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| naa told him that three of the individual 
in Medburg were KATHLEEN RIDOLFF, BOB WILLIAMSON, 
These individuals are, of course, KATHLEEN RIDOLFI, 
ROBERT W. WILLIAMSON, and PAUL B. COUMING. All three were 
arrested in the Camden Action.U 


[| ____ as extensively interviewed and his informa- 
tion has e ring of - He provided other detai 
and related things whic 


could po wee have known. The 
related to were of an in- 
criminating nature and these matters were previously known 
to the FBIU 


| eecemlt? being reinterviewed at [hna eal 
| hen empting to develop additional sources close to 






PETER DONALD FORDI was among those arrested in 
Camden on August 22, 1971. His personal effects included 
a telephone numbe This number led to the 


identification of 


to attention through a VE 
review of owever, results of in- /_> 
vestigation a a me Were inconclusive. Investigation 


to peoe Ae establish his activities based on the 
: of eLephone number in FO ame to 
attention. He now resides i and re- 
quested that he be interviewed .J 


gence off ee frelated the” 
in the presence of related the oe 
history of_his involvement in the Berri Defense Committee |. 


and named 
Jesuit priests, FORDI, MC GOWAN, and 
known to him in the movement. He said that 


= some oats involvements, he dec 


admissions are more significant than he 
realizes and Springfield is pursuing the matter with further 
interviews contemplated U 
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NEW INVESTIGATIVE STEPS WITH 
RESPECT TO XEROX 


JOHN PETER GRADY was formerly associated with the 
Drew Foundation in New York City. Review of evidence seized 
in the Camden action disclosed an old delinquent account with 
reference to a xerox machine used by the Drew Foundation. 
GRADY was held responsible for the billing. This matter was 
pursued at New York and through the Xerox Corporation on the 
theory that this xerox machine could still be available to 
the MEDBURG subjects and might have been used to reproduce 
Media documents. Investigation failed to substantiate this 
theory. 


An intense review has been made and is being made 
of all files and sub-files in the MEDBURG case seeking new 
avenues of investigation, and insuring that prior investiga- 
tions were followed to a logical conclusion. Review of the 
sub-file pertaining to xerox developed that a xerox machine, 
Model 660, had been stolen from a company in Camden, N.J., in 
October, 1970. As far as known, this machine has never been 
recovered .U 


New Haven is presently conducting investigation 
at the Xerox Corporation with respect to this machine. Work 
is in progress to try to locate it, and the serial number and 
description have been entered in NCIC. 


Our best lead with respect to xerox has been the 
unique dot imparted by the Model 660 used to reproduce 
documents which surfaced soon after MEDBURG. This dot was 
caused by a spot of dirt on the drum or by a defect in the 
drum. Cleaning the drum, which would be accomplished at 
regular intervals during normal servicing by Xerox personnel, 
would remove the dirt. The defect would be removed by repair. U 


As noted in another portion of this letter, some 
4,000 samples from xerox machines were examined without identi- 
fying the machine bearing the unique dot. That machine has not 
been used for reproduction since mid March, 1971. (Or if it 
has, the dot was indeed imparted by dirt and the machine has 
been cleaned in the interim.) 
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PROSECUTION IN. CAMDEN ACTION 


es The 28 individuals arrested as a result of the 
break-in of the draft board offices in Camden, Ni J., on 
August 22,-1971, were arraignéd in Camden on Septeriber 30, 
1971. At that time, a number of defendants entered a re-~ | 
quest to represent themselves and the judge took the request 
under advisement 4) ; 


Appointment -of counsel hearing: for the defendants 
was held in Camden on December 2, 1971. Their requests for 
self-representation were granted. At this hearing, the 
judge set a cut-off date for defense motions of March 15,~ 
1972. He gave the government wmtil April 1, 1972, .to reply 
to these motions. 


The Mesravant Va Se heey handling the prosecu-- 


tion stated on Jenuary 11, 1972, that there had been no changes 


in the cut-off dates ordered by the judge, and the Assistant 


U. S. Attorney expects that trial will moe begin before May 
of 1972.U 
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PROSECUTIVE POTENTIAL IN MEDBURG. AND 
CONTEMPLATED ACTION TO DEVELOP 
EVIDENCE AGAINST SUBJECTS 


Despite the comprehensive and wide-ranging investigation 
summarized in this letter, the simple fact is that not one witness 
has been developed who actually saw anything the night of the 
burglary which would assist in identifying the culprits. 


It is apparent that the burglars wore gloves during 
the operation. The only avenue of investigation of possible 
value with respect to physical evidence at the crime scene is 
_the lock, which was damaged by a gripping-type tool. Laboratory 
believes they could identify this tool from marks left on the 
lock. , 


Publicity concerning Xerox Corporation's cooperation 
with the FBI in this investigation may well have put the Model 
660, in which we are interested, permanently beyond our reach. 


We are fairly confident that we have identified seven 
eople who participated in the burglary, (GRADY, MC GOWAN, FORDI, 

RIDOLFI, CO > and WILLIAMSON). All of these, with 
the exception of [aot el were arrested in the Camden action.U 

Our main effort now to develop evidence dy prosecution bé6 
is directed toward well-planned and carefully thought-out inter- bic 
views. It is almost a certainty that there is a wide circle of 
individuals in the various New Left groups and among the BERRIGAN 
adherents who have some direct or hear-say knowledge about MEDBURG. 
It is highly likely that others among the Camden 28 were MEDBURG 
participants. Well handled interviews of these people and their 
associates should eventually lead to someone with first-hand know- 
ledge, who is willing to testify for one reason or another. De- 
partmental Aetna willing to consider granting 


immunity to any individual who will furnish information concerning 
MEDBURG which would assist in successful prosecution. , 
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Transmit the following in 





(Type in plaintext or code) 


AIRTEL 
Via 
“. (Priority) 
TO: DIRECTOR, FBI 
FROM: SAC, PHILADELPHIA (100~83226) (P) 
SUBJECT: 


aka 
MISCELLANEOUS - gnEO, CONCERNING ; 
| CHEDBURG SUSPECT) . - sy 





Re New York airtel to Seattle, 1/27/72. WFO letter 
to Philadelphia, 1/11/72: 


For background information lead was set forth by 
Philadelphia to WFO dated 11/22/71, at the specific request 
of AUSA, Newark, who is prosecuting Camden Action case. This 
lead was to review subjects vista file for background 
information paying particular attention to any information 
indicating problems which might have cut short his. tour in 
Alaskai.U 


WFO obtained certain background information and set 
out lead for Seattle to conduct interview in efforts to. ’ bé 
determine the events leading up tq termination bie 
of ..employment.() : . 

New York instructed Seattle by referenced New York 
airtel to discontinue and that New York was placing the case 
in a closed status. New York felt that such inquiry under a pris 


© mess, 

~ Seattle . 

2- New York (62-14541) (RM). = La. -LGS 2 
$a. EATS 


2- Philadelphia soeaties Hes 6 
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“regards to the proper cllaracter in investigation of individdal 


. suspect ai 


_ Iny Pigative steps nécessary in handling such a ‘suspect Tas: 


3 ‘ 
SEATTLE — ~ bo 


to Philadelphia dated -1/11/72.U 


NEW YORK™ 
° IL continue investigation with regards to detéimine 
whether s involved in MEDBURG.U 


jis. close asséciation with JOHN PETER GRADY.Y 





a 
4 
a, 
“. 
xy 
x ¢ 
we mete 


+ 
ote ee 


PH 100+53226 fogs 


non+substantivé Violation caption could be: misconstrued 
as undue harassment and possibly provide a source of 
‘embarrassment: to ‘the Bureau. YU | ange et 


b 






New York requested Philadelpliia to conSider opening 


individual case file under a substantive violation caption, °° 7° 
in this case DGP,~ if in relation ‘to Medbuve and to pe elt + 
origin in ‘such a dhatter. ‘New York may désire. to: peviéw the. 
Buredu teletype. to: Albany and a numbér of offices undér the " 
EASTCON. and MEDBURG, captién dated 5/21/ 71-and-Philadelphia " 
teletype to Buréat anda number of offices dated 5/21/71 ~ * 
inelinding Seattle and New York under MEDBURG caption with _ 


eases as MEDBURG suspects which caption/ds as.that above.U 5 


bey, * 







iket that he has been éliminated as MEDBURG 
that his wheeabouts. hage not been completely 
resolvefauring the, pertinent pefiod including 3/8,9/71 . : 


éviously been-sent to offices by the SAC, MEDBURG.. _ 
: LEADS." 
__AT SEATT E,! WASHINGTON Bw Ss a pic 





Conduet investigation. as set ‘forth. in WFO letter 


he. a 


AT _NEW_YORKs ‘Ni¥. 


This issiie must be coniplétely resolved in view of 
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Transmit the following in . 





(Type in plaintext or code) 
AIRMAIL I 
(Priority) 1 


AIRTEL 








i TO: DIRECTOR, FBI (52~94527) 
FROM: SAC, ALBANY (52-2827) 


SUBJECT: ( osc 
DEN ACTION) 


Re Albany airtel to Bureau, 1/18/72. 







residing in 
is known to be involved in the "BERRIGAN 
é€ was interviewed by Springfield Division on 
12/7/71, to determine the extent of his knowledge about 

captioned matters. Springfield contemplates additional 

contact with and has requested any additional information 
about him that might assist during the interview.) 









1971. 





which was. listed t from March, 1971, through July, 
“Bureau : 
2-Buffalo 2 5. a. 
2-Chicago s7-106 q 
2-Los Angeles ' DAZ LYS 27 —6 

2-New York REC-48 

2-Philade lphia 4 FEB 7 1972 
goeeceburen ALL INFORMATION CONTAINE: 


2-Springfield 


“Alban HERE 1S DNCLASSIFIED go 
Udo DATEL -14-$4 By .90 St 
a hopnl Yaa 
GWE B65 972 ; 


Approved GN eee Pern 
| petial Agent in Charge U.S. beng ae Y971—419—135 
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see i a a 
8 Albany, N.Y¥., advised that he was able to locate recor s of 





the following additional 






Receiving offices are requested to determine 
subscribers of above telephone numbers, conduct indices 
check, and expeditiously furnish results to Springfield.U 
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oo Through inquiries determine is the: subscribers to 
any of the abové numbers are advertising firnis, advise 
Springfield and conduct no further investigation. U 


7 |__| wes seeking employment during June and July, 1971, 
and he is known to-have béen in contact with various advertising ae 
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AIRTEL . . 
(Priority) i 





WV TO: DIRECTOR, FBI (52-94527) be 
FROM: SAC, PHILADELPHIA (52-7165 Sub T) 
SUBJECT: Fraudulent Letter Sent to the 


International League of the 
Rights of Man, Sacramento, ~ 


7/22/71 - 
\ (OmepBuR@ 


Re Philadelphia airtél to Bureau dated 9/2/71. i\ 


¥ 


-| Sok 
} RNS A 


Las 


Se 
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Enclosed for Boston, New York, and Baltimore is by 
one copy of referenced airtel containing background informa~ pu \ 
tion; one copy of the envelope in which the document was 5 

mailed; one copy of the fraudulent document itself; and one 

eon of a newspaper clipping which accompanied the spurious 
ocument. 





UNCLASSIFIED 





DE 


— 
a 


ECO: 


For information of receiving offices, this is the 
only fraudulent document known to have surfaced to date. 
Also, the original from which this document was derived is 
not known to have been published or surfaced at all. 


i 


N 
“HOA - 


ALL INFORMATIO 
U 


HEREIN IS 
DATES 7 


Though the envelope in which the spurious document 
was, sent was addressed to the "Executive Director of the In- 
ternational League or the Rights. of Man, 650 Capital Mall, 
Sacramento, Ca., 958 1," Sacramento was unable to locate a 
listing for such an organization anywhere in the City of Sa- 


cramento or in the State of California. Philadelphia learned, 
however, that an Israeli pacifist by the name 7 
Q- Bureau (52-9452' 
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fecth 
‘came to Philadeln ta from 





‘On 2/2/72, Philadélphia learned that the ILRM was 
a civil rights oriented organization serving as a non- 
Governmental agency accredited to the United Nations. The 
otganization is primarily concerned with civil rights and 
is aoe with pacifistic end black civil rights or- 

i The E t D t the organization is. 
and is located at 
either. 1 th oe New nes N.Y., or 777 UsN. Plaza, 
Suite 6-F, New York, N.Y.U 





Philadelphia nas. been unable to locate any correct 
or prévious address for the organization in Sacramento, 

Calif. It would appear therefore that this address is ’ either 
- error or an address taken from an old directory. of some 
ype.’ ; 


NEW YORK: 
_AT NEW YORK ‘CITY, N.. Ye 


1. Determine if the ILRM has received any other 
Media documents; and, if possible, obtain them along with 
transmittal letter and envelope and submit same to the 
FBI Laboratory for’ hatent fingerprint examina tion. Also 
send copies tO Philadelphia.4) : 


2 ez ‘Te feasible, intespiey Executive Director of 
. IDRM, or other personnel, todetermine if he has any idea 
why someone might mistakenly believe ILRM was located in 
Sacramento, Calif. Also attempt to detérmine if he has any 
idea who might send him a spurious. FBI document. Keep in 
mind, however, that the Bureau did not obtain possession 
of this letter through normal postal channels. U 


, 3. Attempt to determine which Medburg_suspects, 
Resistancé people, or black activists (such as 
Se Philadelphia) might be associatéd Ee Or =) 
contributed financial assistance to the ILRM. Philadelphia 
has Learned that the ILRM publishes an annual report and 


2 
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Tea whieh sHourd: be reviewed in conjunction with’ this: 
lead. 


BOSTON, NEW HAVENS NEW YORK, BALETHORE, | AND: 
PHILADELPHIA: 


It would appear “that whoever sent this fraudulent 
document bearing the letterhead "From thé Desk of the Director" 
apparently. Kad access to. an old or incorrect address for the 
ILRM. In addition, the mahnér in which the document was 
prepared and thé nature of informatton, contained therein 


'. would indicate a strong possibility that it was prépared « 





by a black activist group. Each office will therefore at- 
tempt to Locate the address book or index (index ‘such as the 
Yearbook of International Organizations) sais the 690 
Capital Mall, Sacramento, Calif., address. 


Each office, through sources ‘or. other means; should 

. determine. if any organization such as. Resist, the Black Economic 
Development Fund, or the Black Panther Party’ has a listing in 
their records for this incorrect address. If such a listing 

is Located, every effort should be made to obtain the original 
of said listing for ‘submission to the FBI" Laboratory for 

Tatent fingerprint examination J 


Philadeiphia’ is fully cognizant ‘of the airriourty” a 
entailéd in covering this lead; however, the identity of the . 
grouv or individual mailing ‘this document would be oe great 
assistance in solving | Medburg U s 


‘The Bureau has-directed that this investigation ‘be 
yigonensly pursued and coordinated M . 
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TO; DIRECTOR, FBI 
oe FROM: SAC, PHILADELPHIA ‘(100-52132), (P) 


fy, 

\ 

> 

‘ 

‘SUBJECT; JOHN PETER GRADY x 
MISCELLANEOUS INFO CONCERNING 
\(MEDBURGHSUSPECTR).wA. 0 3s os Nk, 
(00: NEW YORK). - ; 

\ 

0 


Re New York airtel to Albany , 20/27/72 with copies 
to the of feces receiving copies of this airtel captioned 
"JOHN P£ DY, MISEELLANEOQUS-INFO CONCERNING, OO: NEW. YORK,"U 


,of the New York airtel with regards to New York's 

recommendation relative to closing its case on GRADY, is 
being summarized. New York stated that office opened + 
captioned file originally t6 permit investigation not a7; 
includable in a security type investigation of which JOHN ; 
PRIPSRADY was the subject. New York instructed all offices , 
to discontinue further investigation under the caption set q 
out by New York and to submit details to.date in RUC p 


Th 
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PH 100-52132 


; _New. York ela fe oe ereee to consider 
individual investigation of JOHN PAFGRADY., under a substantive 
violation such as 52-DGP, if substantive criminal violation 
is under investigation. The 62-category is primarily 
intended for the usage when -no other suitable caption éxists.. 
‘New York stated that upon receipt of investigation to date, 

_* New: York would submit a closing report.U_ ‘ ; 


As New York and other offices are aware, Specific 
instructions have previously been set out by the Bureau and 
SAC, MEDBURG with regatds to handling subjects ‘and suspects 

the MEDBURG case, it béing noted that GRADY is a MEDBURG 


subject. In Bureau teletype to Albany .and number of offices - 
under the EASTCON: and MEDBURG caption dated 5/21/71. and 
Philadelphia teletype to Bureau and a number of offices _ 
including New York under the MEDBURG caption dated 5/21/71, 
instructions were set out in regards to the proper character 
to be used in: individual MEDBURG subject-suspect cases. which . 
character is MISCELLANEOQUS-INFO -CONCERNING (MEDBURG-SUSPECT#) .U 


Previous instructions have been sent out to 
appropriate offices with regafds to investigation necessary 
in. MEDBURG subject-suspéct cases by SAC, MEDBURG. This 

: mcluded having individual cases on such subjects-suspects and 
set forth the necessary investigation with regards to 
elimination of subject-suspects. Philadelphia found it useful 
where a 100 classification file éxisted to ‘continue the 
investigation in that file using the proper character 
MISCELLANEOUS-INFO CONCERNING (MEDBURG-SUSPECT). Where a 


we new suspect Seer was subsequently. opéned,, this was. done using 
the 62 classification and the: character as shown above.U 


As’ N&w. York is awaré there are four subjects in 
MEDBURG who are as follows: U 
7 er : 


PETER DONALD, FORDI b6 
JOHN P. GRADY _ ; bIC 





Thes®“a%e New York pedple.U 














PH 100-52132 . 
phitadeiphia is continuing to handlé MEDBURG 


as a Special in efforts to develop othersubjects, corroborate. 
and obtain additional evidericé against subjects. This, 


‘of course, necessitates that all offices conduct prompt 


thorough penetrative and in-depth investigation with ° 

regard to. all leads set out. Any and all assistance by 

other offices is appreciated. including the taking of 

aggressive prosecutive action to bring about prosecution 4 
for othér break-ins such as Gardburg. oO 


Additional evidence as New York is aware of on 
JOHN -petbrapy is needed». We neéd. to know. where he was staying 
just prior to 3/8/71, his- mode of transportation, eontacts, - 


@te. If New York could develop “current sources close to, 
‘him « now, this might be useful in identifying’ other subjects, 
the extent of other three subjects, involved and the current 
whereabouts of. MEDBURG documents J 


New York is also aware of the statements made by 


‘close associatign of GRADY to. the effect that break-ins will 


continue. The- anniversary date of MEDBURG is nearing which 


wnakes it all the more. important to know GRADYss current 


activities identifying those: sources who may be cooperative 

and interviewing ‘them goncerning break-ins violation in Which 
GRADY has been involved including MEDBURG, The investigation 
on. GRADY, Should, of course, be conducted with discretion 

noting, he is currently under indictment for the Camden Action.U 


In view of the above, all offices should continue 
to. conduct invéstigation expeditiously on .ahy leads already. 
sét out and any new ones developed in thé future, 


This airtel is directed to the Bureau in 
accordance with Bureau instructions. 


